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ABBREVIATIONS  USED 

e.  p. — candle  power 
.   ct. — cent 
cts. — cents 

cu.  ft. — cubic  foot  or  cubic  feet 
eu.  yd. — cubic  yard  or  cubic  yards 
ft. — foot  or  feet 
gal. — gallon  or  gallons 

(1  cu.  ft.=7.48  gal.) 
h.  p. — horse  power 
kw. — kilowatt  or  kilowatts 
kwh. — kilowatt-hour  or  kilowatt-hours 
sq.  ft. — square  foot  or  square  feet 
yd. — yard  or  yards 

Populations,  estimated  1919 

[1920  census  figures  are  starred  (*)] 

Rates,  quantities,  meter  rents,  and  minimum  charges  are  per 
month  unless  otherwise  specified. 


Public  Service  Rates  in  Texas  Cities* 

INTRODUCTION 

This  bulletin  is  a  revision  of  "Public  Service  Rates  in  Texas 
Cities"  compiled  by  Mr.  Edward  T.  Paxton  of  the  Bureau  of 
Municipal  Research  and  Reference  and  published  in  1915.  To 
meet  frequent  requests  for  existing  rates  charged  for  these  serv- 
ices in  Texas  cities  the  Bureau  of  Government  Research  has 
undertaken  the  revision  of  this  bulletin. 

As  stated  by  Mr.  Paxton  in  the  first  bulletin,  the  rates 
printed  here  are  substantially  the  same  as  those  received  by 
the  Bureau,  "though  as  far  as  possible  a  uniform  style 
of  presentation  has  been  aimed  at.  The  Bureau  assumes  no 
responsibility  for  the  accuracy  of  its  informants'  statements.  It 
has  been  our  effort  to  consult  reliable  persons,  and  to  present 
accurately  the  information  received  from  them.  Here  we  feel 
that  our  responsibility  ends.  We  shall  deem  it  a  favor,  on  the 
other  hand,  to  be  informed  of  any  errors  or  omissions  in  the 
schedules  which  this  bulletin  presents. 

"This  bulletin  is  purely  informational.  No  attempt  is  made 
to  comment  on  any  of  the  rates  it  lists.  Furthermore,  its  users 
are  reminded  that  the  equity  of  public  utility  rates  cannot  be 
judged  solely  from  comparative  tables.  The  possession  of  the 
facts  which  the  following  pages  attempt  to  set  forth  is  the  essen- 
tial first  step  in  any  intelligent  consideration  of  Texas'  public 
service  problem.  The  danger  is,  that  these  facts  may  be  used  as 
a  basis  for  erroneous  assumptions.  Probably  the  hardest  thing, 
as  well  as  the  most  important,  to  remember  about  public  util- 
ities is,  that  it  is  unwise  and  often  unjust,  for  one  city  to  adopt, 
bodily  and  without  reason,  the  rates  in  force  in  another  city  of 
the  same  size.  The  following  schedules  are  intended  as  an  in- 
centive and  basis  for  investigation ;  for,  if  a  city  is  burdened  with 
a  rate  for  water,  or  light,  or  some  other  utility,  considerably 
higher  than  the  rate  for  the  same  utility  in  a  neighboring  city, 
it  is  worth  while  investigating  the  equity  of  the  rate.    But  the 
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schedules  are  not  intended  as  anything  more  than  that.  Public 
utility  rates  depend  on  local  conditions,  because  the  cost  of  pro- 
ducing each  of  the  several  utilities  depends  on  local  variable 
factors.  The  fixing  of  just  rates  in  any  case  involves  the  deter- 
mining of  these  variable  factors  for  the  particular  case.  This  is 
technical  work,  to  be  performed  by  rOfCn  who  possess  the  re- 
quisite technical  ability,  and  who  have  the  interest  of  the  city 
at  heart. ' ' 

The  thanks  of  the  compiler  are  due  to  Mr.  Robert  D.  Jackson, 
Assistant  in  the  Bureau,  who  did  most  of  the  preliminary  work 
in  collecting  and  revising  these  rates,  to  the  members  of  the 
Bureau  staff,  and  to  officials  of  cities  and  public  service  cor- 
porations, who  have  generously  cooperated  in  this  work  of 
revision. 

Frank  AIann   Stewart. 


WATER 

(See  explanations^  page  3) 

Abilene  (10,274*) 
Abilene  "Water  Company 

Eates  to  individuals : 

25  cts.  per  1,000  gal. ;  yearly  minimum  $11.00  per  meter  per 
year. 
Rates  to  city: 

$229.17  per  month. 

Alice  (3,500) 
Municipal  Plant 
Rates : 

First  2,000  gal.  (minimum)  $1.25 

For  all  over  2,000  gal.  50  cts.  per  1,000  gal. 

Amarillo   (15,494*)  t 
City  Light  and  Water  Company  \^ 

Rates:    50  cts.  to  40  cts., per  1,000  gal. 


Athens  (5,000) 

r5  +  /\ri    a 

Municipal  Plant 

ates : 

First      5,000  gal. 

50      cts.  per  1,000  gal. 

Next       5,000  gal. 

35      cts.  per  1,000  gal, 

Next     15,000  gal. 

25      cts.  per  1,000  gal, 

Next     25,000  gal. 

20      cts.  per  1,000  gal. 

Next     50,000  gal. 

15      cts.  per  1,000  gal. 

Next  100,000  gal. 

121/2  cts.  per  1,000'  gal 

Balance 

•  10      cts.  per  1,000  gal. 

100%  metered. 

Rates : 

2,500  gal.  (minimum 
First  25,000  gal. 

Next  125.000  gal. 
Next  150,000  gal. 
All  over  300,000  gal. 


Austin  (34,876*) 
Municipal  Plant 

)  50     cts. 

20  cts.  per  1,000  gal. 
15  cts.  per  1,000  gal. 
121/2  cts.  per  1,000  gal. 
10      cts.  per  1,000  gal. 


tSee  "Aaaenda",  p.  189,  for  changes  and  additions. 
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Ballinger  (2,767*) 

Municipal  Plant 

Rates : 

5,000  gal.  (minimum)  $1.00 

Manufacturing  12^2  cts.  per  1,000  gal. 

Bay  city  (3,200) 
Municipal  Plant 

Rates : 

First  2,000  gal.  (minimum)  $1.00 

All  over  2,000  gal.  25  ets.  per  1,000  gal. 

To  the  city :    No  charge  for  sprinkling  of  streets,  or  for  public 
water  troughs,  or  for  water  at  school  buildings. 

Beaumont  (40,422*) 
Municipal  Plant 

Rates  to  individuals : 

15  cts.  per  1,000  gal.  where  meters  are  used 
50  cts.  per  1,000  gal.  where  meters  are  used  outside  of  city 
Consumers  using  over  3,500,000  gal.,  yearly  contracts,  8  cts. 
per  1,000  gal. 

Rates  to  eitv: 

100  free  fire  hydrants 

$45  per  year  each  for  first  200  hydrants  over  100 

Free  water  to  City  Hall  and  schools 

5  cts.  per  1,000  gal.  for  street  washing  purposes. 

Beeville  (5,000) 
Texas  Gas  and  Electric  Company 
,  Rates : 

First    2,500  gal.  (minimum)     $1.25 
First    4.000  gal.  50  cts.  per  1,000  gal. 

-^Next     6,000  gal.  40  cts.  per  1,000  gal. 

,  Next  20,000  gal.  30  cts.  per  1.000  gal. 

Next  20,000  gal.  20  cts.  per  1,000  gal. 

,  All  over  50,000  gal.  15  cts.  per  1,000  gal. 
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I. 

Belton  (7,320)  t 

Municipal  Plant 
Rates: 

First  4,000  gal.  (minimum)  $1.00 

All  over  4,000  gal.  20  cts.  per  1,000  gal.  up  to  50,000  gal. 

50,000  to  100,000  gal.  15  cts.  per  1,000  gal. 

Over  100,000  gal.  10  cts.  per  1,000  gal. 

Big  Spring  (4,500) 

Municipal  Plant 
Hates: 

Metered — 
1,500  gal.  (minimum)  $1.50  per  month 
1,500  to  13,500  gal.  621/2  cts.  per  1,000  gal. 
13,500  to  38,500  gal.  50  cts.  per  1,000  gal. 
38,500  to  78,500  gal.  37i/o  cts.  per  1,000  gal. 
All  above  78,500  gal.  25  cts.  per  1,000  gal. 
Plat — 1,500  gal.  (minimum)  $1.50  per  month. 

BONHAM  (6,008*) 

Municipal  Plant 
Kates : 

Up  to  6,000  gal.  55  cts.  per  1,000  gal. 

6,000  gal.  to  15,000  gal.  45  cts.  per  1,000  gal. 

15,000  gal.  to  50,000  gal.  35  cts.  per  1,000  gal. 

All  over  50,000  gal.  25  cts.  per  1,000  gal. 


Bowie  (3,000) 

Municipal  Plant 

Eates : 

First  1,000  gal.   (minimum)        $1.50 

Next    1,000  gal.                                 55  cts. 

Next    1,000  gal.                                   50  cts. 

Next    1,000  gal..                                 45  cts. 

All  over  4,000  gal.                               40  cts. 

per  1,000  gal 

10%  discount  if  paid  by  10th  of  month. 

tSee  "Addenda",  p.  189,  for  changes  and  additions. 
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Brady  (3,500) 
Municipal  Plant 

ites : 
Metered— 

_ 

First 

1,000 

gal. 

$1.25 

Next 

1,000 

gal. 

50  cts. 

All  over 

2,000 

gal. 

25  cts.  per 

1,000 

gal 

Flat— $1.25  per 

month. 

Brenham    (5,066*) 
Municipal  Plant 
Rates : 

First  6,000  gal.   (minimum)   $1.50  per  month 

6,000  to  75,000  gal.  .20  cts.  per  1,000  gal. 

'All  over  75,000  gal.  15  cts.  per  1,000  gal. 

Bridgeport  (2,000) 
No  waterworks  system 

Brownsville  (13,163) 
Municipal  Plant 
Rates : 

First     4,000  gal.   (minimum)   $1.50 
Next      6,000  gal.  30  cts.  per  1,000  gal. 

Next    10,000  gal.  25  cts.  per  1,000  gal. 

Next    30,000  gal.  20  cts.  per  1,000  gal. 

Next    50,000  gal.  15  cts.  per  1,000  gal. 

All  over  100,000  gal.         121/2  cts.  per  1,000  gal. 

Brownwood  (8,223*)  t 
Municipal  Plant 
Rates : 

Metered — 11,250  gal.   (minimum)  per  quarter 

All  over  11,250  gal.  20  cts.  per  1,000  gal. 

"Water  department  gets  no  credit  for  water  furnished  the 

city,  for  either  fire,    schools,   parks,    churches,  '   or     public 

library." 

Flat— $2.25  per  quarter 


tSee  "Addenda",  p.  189,  for  changes  and  additions. 
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Bryan   (6,295*) 

City  owns  wells  and  distributing  system.  Water  is  pumped 
into  mains  by  Bryan  Power  Company  at  I21/2  cts.  per  1,000 
gal.  plus  a  direct  pressure  charge  of  $40.00  to  $75.00. 

Rates : 

First  1,000  gal.  (total  minimum) 75  cts.  including  meter  rent 
2,000  to     5,000  gal.  40  cts.  per  1,000  gal. 

5,000  to     8,000  gal.  35  cts.  per  1,000  gal. 

8,000  to  10,000  gal.  25  cts.  per  1,000  gal. 

All  over  10,000  gal.  25-  cts.  per  1,000  gal. 

$2.25  advance  on  rental  deposit 
Rates  apply  to  all  users  except  public  schools 
100%  metered 

CAL^7ERT   (2,600) 
Calvert  Water,  Ice  and  Electric  Company 

Rates  to  individuals: 

2,000  gal.   (minimum)  $1.00 

First  3,000  gal.  50  cts.  per  1,000  gal. 

Next  4,000  gal.  40  cts.  per  1,000  gal. 

Next  3,000  gal.  30  cts.  per  1,000  gal. 

All  over  10,000  gal.  20  cts.  per  1,000  gal. 

Rates  to  city: 

25  hydrants,  $1,000  per  annum 

Street  sprinkling,  per  meter 

$1.00  per  month  for  water  for  each  flush  tank 

Cameron   (6,000) 

Cameron  Water,  Power  and  Light  Company 

Rates  to  individuals: 
Residence     $1.00 
Bath  tub  .50 

Closet  .50 


$2.00 
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Metered — 

First  4,000  gal.  (minimum)       $2.00  ("as  for  above") 

Next  10,000  gal.  25cts.  per  1,000  gal. 

All  over  10,000  gal.  20et8.  per  1,000  gal. 

iiates  to  city: 

Fire  hydrants  $25.00  each  per  annum 

City  hall,  fire  station,  calaboose,  and  flushing  sewer  main^, 

free 
Public  free  schools  121/2  cts.  per  1,000  gal. 

Childress  (5,003*) 

Municipal  Plant 
Hates : 

First  2,000  gal.  (minimum)       $1.00 

All  over  2,000  gal.  35  cts.  per  1,000  gal. 

Cisco    (7,422*) 

Municipal  Plant 
Itates : 

Metered — 

30  cts.  per  1,000  gal. 

Flat — for  domestic  use,  $1.00 

Railroads,  15  cts.  per  1,000  gal. 

Free  to  city  and  schools 


No  report. 


Clarksville  (2,100) 

Cleburne  (12,820*) 

Municipal  Plant 
Bates : 

$1.50  to  $2.65  per  quarter,  according  to  number  of  outlets  and 
based  upon  an  allowance  at  the  rate  of  50  cts.  per  1,000 
gal.     All  over  allowance,  20  cts.  per  1,000  gal. 
(Yearly) 

Alcohol,  each  barrel  manufacturing $  10.00 

Bakery 6.00  to  10.00 
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Barbershop,  first  chair 4.00 

Barbershop,  each  additional  chair 2.00 

Bank  or  banker's  office,  including  one  wash  stand 10.00 

Bath  tub,  one  tub,  public 10.00 

Bath  tub,  each  additional  tub 6.00 

Bath  tub,  hotel,  one  tub 8.00 

Bath  tub,  hotel,  each  additional  tub 4.00 

Bath  tub,  private 3.00 

Blacksmith  shop,  one  forge 6.00 

Blacksmith,  shop,  each  additional  forg-e 3.00 

Brick,  per  1,000  kiln  count  for  building 03 

Butcher   shop 12.00 

Boarding-  house,  kitchen 6.00  to  10.00 

Boarding  house,  per  room 75 

Book  binding 6.00  to  30.00 

Billiard  and  pool  room 6.00  to  12.00 

Building  permit,  per  month 50  cts.  to  1.00 

Churches    6.00 

Church  baptistry 4.00 

Confectionery 3.00  to  25.00 

Carriage  washing 2.00 

Chile  stands 6.00  to  10.00 

Cement  work,  walks,  floors,  etc.,  per  sq.  yard 03 

Cement  work  per  cubic  yard 10 

Candy  factory 6.00  to  50.00 

Cigar  factory,  per  hand 2.00 

Cigar  factory,  no  license  less  than.  . 6.00 

Carpenter   shop 6.00 

Doctors  and  dentists 3.00  to  12.00 

Dwelling,  5  persons  or  less  in  a  family,  not  inclding 

servant    6.00 

Each  additional  pei'son 50 

Drug  store 10.00 

Dyeing  and  scouring  shop 10.00  to  25.00 

Fountain,  three  hours  per  day,  according  to  jet .  .  6.00  to  15.00 

Foundry 12.00  to  20.00 

Hotel  kitchen 10.00  to  25.00 

Hotel,  each  room 1.00 

Hospital,  public 10.00 
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Hospital,  private 5.00 

Ice  cream  saloon 6.00  to  20.00 

Job  printing  office 12.00 

Livery  stable,  six  stalls 12.50 

Livery  stable,  each  additional  stall 1.00 

Laundry,  steam special  or  meter 

Laundry,  hand 12.00  to  20.00 

Live  stock,  horse  or  cow,  each 75 

Machine  shop special  or  meter 

Manufacturer special  or  meter 

Office  and  sleeping  room 3.00  to  6.00 

Plastering,  per  square  yard 00^/4 

Photograph  gallery special  or  meter 

Private  stable,  2  horses,  1  cow,  and  carriage  washing.  .      4.00 

Restaurant 10.00 

Steam  boiler special  or  meter 

Sprinkling  lawn,  per  square  of  100  ft 20 

Sprinkling  street  for  private  house,  per  front  foot 10 

Stock  yard special  or  meter 

Sprinkling  one-half  of  street  and  washing  sidewalks  and 

windows  of  business  houses,  per  front  foot 25 

Soda  fountain 6.00  to  12.00 

Soda  water  manufacturing 12.00  to  30.00 

Schools,  public free 

Schools,  private,  per  scholar 25 

Schools,  private,  no  license  less  than 6.00 

Saddlery  and  harness  shop 6.00 

Shoemaker's  shop 5.00  to  12.00 

Stone  work  per  perch 05 

Theatres   15.00 

Tailor  shop 5.00  to  12.00 

■    Tin  shop 6.00 

Urinal  basin,  private 3.00 

Urinal  basin,  public 6.00 

Washing  bottles special 

"Water  closet,  private 1-50 

"Water  closet,  public 3.00 

Wagon   yard special 

Water,  per  barrel  at  water  station 02 


\ 
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Work  shop,  five  persons  or  less 6.00 

Work  shop,  each  additional  person .50 

Manufacturing,  motors  and  elevators,  per  1,000  gal. — 

15,000  gal.  or  less  per  day 20 

15,000  to    30,000  gal.  per  day 18 

30,000  to    45,000  gal.  per  day 17 

45,000  to    60,000  gal.  per  day 16 

60,000  to    75,000  gal.  per  day 15 

75,000  to  100,000  gal.  per  day 14 

100,000  to  200,000  gal.  per  day 13 

200,000  to  300,000  gal.  per  day 12 

Over  300,000  gal.  per  day .10 


Coleman  (4,000) 

Municipal  Plant 

Rates : 

First        6,000  gal.  50  cts.  per  1,000  gal. 

All  over  6,000  gal.  25  cts.  per  1,000  gal. 

Steam  users  at  the  rate  of       25  cts.  per  1,000  gal. 
$1.00  minimum 

Comanche  (2,600) 

Municipal  Plant 

Rates : 

First         5,000  gal.  50  cts.  per  1,000  gal. 

All  over  5,000  gal.  35  cts.  per  1,000  gaL 

$1.00  minimum 

Commerce  (2,900) 
Municipal  Plant 


Rates : 

Metered — 

First 

1,000  gal. 

50  cts, 

Next 

1,000  gal. 

45  cts, 
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Next         1,000  gal.  40  cts. 

Next         1,000  gal.  35  cts. 

Next         1,000  gal.  30  cts. 

Next         1,000  gal.  25  cts. 

All  over  6,000  gal.  20  cts.  per  1,000  gal. 

Flat — $1.00  per  month 


Corpus  Christi  (20,000) 

Municipal  Plant 
Rates : 

2,500  gal.  or  less    (minimum)     $1.00 

2,500  gal.  to       5,000  gal.  4      cts.  per  100  gal. 

5,000  gal.  to     50,000  gal.  31/2  cts.  per  100  gal. 

50,000  gal.  to  100,000  gal.  3      cts.  per  100  gal. 

100,000  gal.  to  500,000  gal.  21/2  cts.  per  100  gal. 

500,000  gal.  to  750,000  gal.  2      cts.  per  100  gal. 

Over  750,000  gal.  11/2  cts.  per  100  gal. 

CORSICANA    (11,356*) 

Municipal  Plant 
Rates  to  individuals : 

Metered — 40  cts.  to  20  cts.  per  1,000  gal. 
Flat— $24.00  to  $9.00  per  annum 

Rates  to  city : 

Free  for  city  hall  and  schools. 

Crockett  (5,000) 

Municipal  Plant 

Water  is  pumped  into  the  standpipe  by  the  Crockett  Ice,  Elec- 
tric Light  and  Power  Company  at  8  cts.  per  1,000  gal. 

Rates : 

First  3,000  gal.  (minimum)  $1.25 

All  over  3,000  gal.  25  cts.  per  1,000  gal. 
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CuERo  (4,000) 
Municipal  Plant 

"Pumping  station  is  run  by  electricity.    Charge  for  same  is  $200 
per  month,  minimum ;  over  that,  2%  cts.  per  kwh. ' ' 

Rates : 

Boarding  houses — where  local  or  transient  guests  are 

taken  as  a  business,  with  one  bath  tub,  per  quarter,  .special 
Where  more  than  one  bath  tub  is  used,  for  each 

bath  tub,  per  month 25 

Blacksmith  shop,  one  faucet,  per  month 25 

Bottling  establishment 1.50 

Bakerj'',  one  faucet 1.00 

Barber  shop,  each  chair  in  use 50 

Barber  shop,  baths,  per  quarter 2.50 

Baths,  public special 

Brick,  per  1,000 10 

Club  rooms  (include  one  bath) 1.50 

Cotton  mills special 

Camp  yards 1.00 

Candy   manufactory 1.00 

Compresses  (with  fire  protection)  per  anuum 150.00 

Churches    special 

Coffee  saloons 50 

Circus  and  similar  shows special 

Cows,  horses,  etc.  when  used  in  connection  with  house- 
hold rates,  each 10 

Dairy  establishments special 

Drug  stores 1.00 

Drug  stores,  with  ice  cream,  soda,  etc 1.33  1-3 

Fountains,  ornamental .  .  .  .* 50 

Fountains,  one  jet  (not  exceeding  six  hours  daily) 1.25 

Feeding — cattle,   horses,  etc.   at  stock  pens,   per  each 

animal,  per  month  or  fraction  of  a  month 06 

Feed  stables,  where  horses  and  cattle  are  boarded,  but 

no  livery  teams  rented 2.50 

Grist  mills special 

Hotels  with  closets,  baths,  etc.  per  quarter special 

Hospitals    special 
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Hosier}'  factories special 

Irrigating  (not  allowed) 

Ice  cream  saloons 75 

Ice  cream,  soda  and  coffee  saloons 1.00 

Ice  factories  (boiler  use  only)  per  annum special 

Ice  factories   (for  boiler  use  and  manufacture  of  ice 

combined) special 

Livery  and  feed  stables  with  one  hose,  per  annum 60.00 

Laundries 2.50 

Machine  shops special 

Markets 75 

Motors  (no  new  ones  to  be  allowed)  per  annum 40.00 

Oil  mills,  per  annum 200.00 

Office  and  sleeping  room  (no  bath) 50 

Office  and  sleeping  room  (with  bath) 75 

Photograph  gallery 50 

Printing  offices 50 

Plastering,  per  sq.  yd 01 

Planing  mills,  per  annum 40.00 

Railroad  companies special 

Residences — one  to  eight  rooms  with  bath  tub  and  all 

household  use,  per  quarter 2.50 

Restaurants,  per  quarter 3.75 

Stone  and  concrete  work,  per  cubic  yard 10 

Schools,  private,  one  to  50  pupils 75 

Schools,  private,  over  50  pupils 1.00 

Steam  boiler  rates : 

From  75  to  200  h.  p.,  per  annum 72.00 

From  50  to    75  h.  p.,  per  annum 60.00 

;  From  25  to    50  h.  p.,  per  annum 36.00 

From    1  to    25  h.  p.,  per  ajinum 25.00 

Steam  mills   and  gins,   including  fire   protection,   per 

annum 72.00 

Stock  yards special 

Stores,  banks  and  offices,  vnth  one  self-closing  faucet .  .        .50 
Sprinkling  lawns,  gardens,  etc.,  about  100  feet  square, 

when  taken  in  connection  with  household  rates 50 

Sprinkling  lawns  and  gardens,  without  household  rates, 

100  ft.  square 1.00 
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Tumbler  washers   (no  other  purpose) 1.00 

Tumbler  washers  and  ornamental  fountain 1.50 

Urinal  basins 50 

Water  closets,  private  residences 25 

Water  closets,  public 50 

Wood  yards,  per  quarter 7.50 

Wood  yards  and  grist  mills  combined,  per  quarter. . . .      9.00 

Washing  vehicles,  three  washings  per  week special 

Water,  at  stand  pipe  or  city  hydrants,  per  barrel 05 

Watering  troughs special 

Dalhart  (3,500) 
DaDiart  Water  Company 

Rates  to  individuals : 
Metered — 

First  3,000  gal.       50  cts.  per  1,000  gal. 

Next  7,000  gal.        35  cts.  per  1,000  gal. 

All  above  10,000  gal.        25  cts.  per  1,000  gal. 
Flat— 
$1.50  per  month 

Rates  to  city : 

23  fire  hydrants,  $50.00  each  per  annunL 

Dallas  (158,976*) 


Municipal  Plant 

Rates : 

First 

10,000  gal. 

$2..50 

Next 

10. 000  gal. 

2.20 

Next 

10,000  gal. 

2.10 

Next 

10,000  gal. 

2.00 

Next 

10,000  gal. 

1.90 

Next 

10,000  gal. 

1.70 

Next 

10,000  gal. 

1.60 

All  over 

70,000  gal. 

15  cts.  per  1,000  gal 
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Rates : 

First       1,000  gal. 
Next      4,000  gal. 
Next  100,000  gal. 
All  in  excess 
No  charge  to  city. 


Denison    (17,065*) 
Municipal  Plant 

50 
35 

20 


cts.  per  1,000  gal. 

cts.  per  1,000  gal. 

cts.  per  1,000  gal. 

121/2  cts.  per  1,000  gal. 


Rates  to  individuals : 

First         10,000  gal. 


Denton  (4,800) 
Municipal  Plant 


Next  10,000  gal. 
Next  10,000  gal. 
Next  20,000  gal. 
All  over  50,000  gal. 
jMinimum  $1.00  per  month 
Rates  to  city :  free 


40  cts.  per  1,000  gal. 

35  cts.  per  1,000  gal. 

30  cts.  per  1,000  gal. 

25  cts.  per  1,000  gal. 

20  cts.  per  1,000  gal. 


Dublin  (2,600) 

Municipal  Plant 

Rates  to  individuals : 

First         1,500  gal.   (minimum)   $1.00 

All  over  1,500  gal.  50  cts.  per  1,000  gal. 

Rates  to  city : 

30  cts.  per  1,000  gal. 


Eagle  Pass  (6,300) 

Eagle  Pass  Water  Company 

Rates  to  individuals : 

First  5,000  gal.        $2.00 


Next        10,000  gal. 


20  cts.  per  1,000  gal. 
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Next         20,000  gal.  15  cts.  per  1,000  gal. 

All  over  35,000  gal.  10  cts.  per  1,000  gal. 

Less  10%  discount,  if  paid  by  lOth  of  following  month. 

El  Paso  (83,838*) 
Municipal  Plant 

Rates  to  individuals : 

18%  cts.  per.  100  cu.  ft.  (minimum)  $1.25  inside  city  limits 
2614  cts.  per  100  cu.  ft.  (minimum)  $1.50  outside  city  limits 

Rates  to  city  and  large  consumers: 

1,000,000  gal.  or  more,  per  month,  per  meter,  at  rate  of  15  cts. 
per  100  cu.  ft. 

Ennis    (7,224*) 

Municipal  Plant 
Rates : 

Metered — 

Sliding  scale  to  manufacturing  concerns,  40  cts.  to  12  cts. 
per  1,000  gal. 

No  domestic  meters,  15%  discount  on  flat  rates  and  10%?  dis- 
count on  meter  rates 

Flat- 
so  cts.  minimum 

$1.60  maximum 

Free  to  city,  schools,  and  Y.  M.  C.  A. 

Ft.  Worth  (109,000) 

Municipal  Plant 
Rates : 

Domestic  consumers,  residences,  flat  rate  of  $1.15  per  month. 

Gainesville  (7,700) 

Municipal  Plant 
Rates : 

25  cts.  per  1,000  gal. 

50  cts.  minimum 

Free  to  city  % 
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Galveston  (42,000) 

Municipal  Plant 
Rates : 

First  3,000  en.  ft.   20  cts.  per  100  cu.  ft. 

Next  5,000  en.  ft.    15  cts.  per  100  cu.  ft. 

Next         12,000  cu.  ft.    12  cts.  per  100  cu.  ft. 
All  over  20,000  cu.  ft.     9  cts.  per  100  cu.  ft. 
25  cts.  minimum  on  all  metered  services  using  water  belonging 
to  one  party. 

Rates  for  delivering  water  to  shipping  along  wharf  front: 

First      100  cu.  ft.  $2.00 

Second  100  cu.  ft.  1.00   ($3.00) 

Next       100  cu.  ft.  .80   (  3.80) 

Next       100  cu.  ft.  .60  (  4.40) 

Next       100  cu.  ft.  .60  (  5.00) 

Over       500  cu.  ft.  50  cts.  per  100  cu.  ft. 
Where  permanent  tap  and  meter  are  provided  33  1-3%  dis- 
count allowed 

Rates  for  fire  protection : 

60  cts.  per  1,000  ft.  area  protected 

40  cts.  per  1,000  ft.  area  protected  sprinkling  system 

Rates  for  water  for  filling  cisterns : 


First         100  cu. 

ft. 

$1.00 

Next         100  cu. 

ft. 

50  cts. 

Next         100  cu. 

ft. 

40  cts. 

Next         200  cu. 

ft. 

30  cts. 

All  over  500  cu. 

ft. 

25  cts. 

per  100  cu.  ft. 

Georgetown  (3,500) 

Municipal  Plant 
Rates : 

First         3,000  gal.   (minimum)  $1.00 

Next         5,000  gal.  20  cts.  per  1,000  gal. 

Next         7,000  gal.  15  cts.  per  1.000  gal. 

All  over  15,000  gal.         •  10  cts.  per  1,000  gal. 
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Gonzales  (5,000) 

Gonzales  Waterworks  Company 
Rates : 

Residences,  household  purposes  only        $1.00 

"With  bath  or  sprinkling  (minimum)        2.00 

Business    (minimum)  1.00 

Closet  1.00 

Urinal  .  '  1.00 

Hotels,  depends  upon  number  of  fixtures. 


Rates : 

20,000  ga 

23,000  ga 

25,000  ga 

30,000  ga 

35,000  ga 

40,000  ga 

45,000  ga 

50,000  ga 

60,000  ga 

70,000  ga 

80,000  ga 

90,000  ga 

]  00,000  ga 

115,000  ga 

130,000  ga 

150,000  ga 

175,000  ga 


Greenville  (15,000) 
Municipal  Plant 


or  below 

to     25,000  gal. 

to     30,000  gal. 

to     35,000  gal. 

to     40,000  gal. 

to     45,000  gal. 

to     50,000  gal. 

to     60,000  gal. 

to     70,000  gal. 

to     80,000  gal. 

to     90,000  gal. 

to  100,000  gal. 

to  115,000  gal. 

to  130,000  gal. 

to  150,000  gal. 

to  175,000  gal. 

to  200,000  gal. 


All  over  200,000  gal. 
75  cts.  minimum 


30  cts.  per  1,000  gal. 
$  6.85 

8.10 

9.25 
10.40 
11.45 
12.50 
14.40 
16.10 
17.60  • 
18.00 
20.00 
21.85 
23.40 
25.50 
28.00 
30.00 

15  cts.  per  1,000  gal. 


Haskell  (5,000) 
Municipal  Plant 


Rates : 

First         3,000  gal.   (minimum) 
All  over  3,000  gal. 


$1.25 

20  cts.  per  1,000  gal. 
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Hearne  (3,000) 

Municipal  Plant 
Rates : 

First  2,000  gal.   (minimum)  $1.00 

Next  1,000  gal.  45  cts. 

Next  2,000  gal.  35  cts.  per  1,000  gal. 

Next  5,000  gal.  30  cts.  per  1,000  gal. 

Next  5,000  gal.  25  cts.  per  1,000  gal. 

Next         10,000  gal.  20  cts.  per  1,000  gal. 

Next  5,000  gal.  15  cts.  per  1,000  gal.' 

All  over  30,000  gal.  15  cts.  per  1,000  gal. 

Oil  mills,  gins,  railroads  and  compresses  15  cts.  per  1,000  gal. 

City,  schools,  and  churches,  free. 

Hexj.ietta  (3,000) 

Municipal  Plant 
Rates : 

Metered — 50  cts.  per  1,000  gal. 
Flat — $1.50  per  month. 

HlLLSBORO    (6,952*) 

Municipal  Plant 
Rates: 

35  cts.  per  1,000  gal.  (minimum)  $1.25  to  $3.65  per  quarter. 

HoxEY  Grove  (3,000) 
Holt's  Heights  Water  Company 

Rates  to  individuals  and  city: 

First         1,000  gal.   (minimum)  $1.00 

Next        4,000  gal,  50  cts.  per  1,000  gal. 

All  over  5,000  gal.  30  cts.  per  1,000  gal. 

Rates  to  city : 

For  each  hydrant  for  fire  fighting  purposes,  $50.00  per  annum. 
Rates  to  schools : 

30  cts.  per  1,000  gal. 
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Houston  (138,076*) 

Municipal  Plant 
Rates : 

Up  to  1,000,000  gal.  15  cts.  per  1,000  gal. 

1,000,000  to     5,000,000  gal.       14  cts.  per  1,000  gal. 

5,000,000  to  10,000,000  gal.  12  cts.  per  1,000  gal. 
10,000,000  to  15,000,000  gal.  11  cts.  per  1,000  gal. 
15,000,000  to  20,000,000  gal.  10  cts.  per  1,000  gal. 
20,000,000  or  more  9  cts.  per  1,000  gal. 

5%  discount  on  bills  of  $1.00  or  more 
50  cts.  minimum. 

HUNTSVILLE    (3,000) 

Municipal  Plant 
Rates : 
Metered — 

First         4,000  gal.    (minimum)  $1.00 
Next         1,000  gal.                              25  cts.  per  1,000  gal. 
All  over  5,000  gal.                         ■    25  cts.  per  1,000  gal. 
Flat- 
Families  of  5  or  less  without  bath  connections $    1.00 

Families  of  5  with  bath  connections 1.25 

Families  over  5  with  bath,  for  each  person  over  that 

number,   additional  charge 15 

Families  of  5  with  bath  and  water  closet 1.75 

Families  over  5,  with  bath  and  water  closet,  for  each 

person  above  that  number,  additional  charge ........        .25 

Families  less  than  5,  with  bath  and  closet  (additional 

5  cts.  each  for  bath) 1.50 

For  cows  and  horses,  each  10  cts.    (No  extra  charge  for 

one  cow  or  one  horse) 

Barbershops,  with  1  bath 3.00 

Barbershops,  without  bath 1.00 

Houses  with  soda  fountains 2.00 

Hotels,  without  bath ■. 2.50 

Hotels,  with  bath  and  closets 6.00 

Lawn,  garden  and  flower  sprinkling 75 
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Jackson\ti.le  (3,723*) 

Municipal  Plant 
Eates: 

First       2,000  gal.   (minimum)    $1.00 


Next  8,000  gal. 
Next  40,000  gal. 
Next  150,000  gal. 
Next  200,000  gal. 
Next  100,000  gal. 


25  cts.  per  1,000  gal. 

20  cts.  per  1,000  gal. 

18  cts.  per  1,000  gal. 

16  cts.  per  1,000  gal. 

15  cts.  per  1,000  gal. 


Jefferson  (3,000)    • 

Mimicipal  Plant 
Rates : 

First  1,000  gal.   (minimum)   $1.25 

"Meter  charge  for  all  used  above  1,000  gal." 

KlXGSVILLE  (6,000) 

Muniinpal  Plant 
Eates: 

First         3,000  gal.    (minimum)  $1.00 

All  over  3,000  gal.  15  cts.  per  1,000  gal. 

100%  metered 


Lampasas  (3,000) 
Municipal  Plant 


Eates: 

Metered — 

First  8,000  gal. 

All  above  8,000  gal. 
Flat— 

$1.00  per  month  for  domestic  purposes  only 


$1.25 

121/2  cts.  per  1,000  gal. 
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Laredo  (22,710*) 
Laredo  Water  Company 

Rates  to  individuals: 

12,000  gal.    (minimum)  $2.00 

12,000  gal.  to  500,000  gal.  12i/o  cts.  per  1,000  gal. 
500,000  gal.  to  1,000,000  gal.  10  cts.  per  1,000  gal. 
All  over  1,000,000  gal.        8       cts.  per  1,000  gal. 

Rates  to  city: 

$40.00  per  annum  for  fire  hj^drants,  use  of  water  free 
Operate  8  to  10  sprinkling  wagons  continuously,  free 
Free  water  for  parks  and  school  grounds 

LOCKHART   (5,000) 

Citizens  Light   and   Water   Company 
Rates  to  individuals: 

3,000  gal.  (minimum)  $1.50 

Next  7,000  gal.  25  cts.  per  1,000  gal. 

All  over  10,000  gal.  15  cts.  per  1,000  gal. 

Rates  to  city: 

$50  per  annum  per  fire  hydrant 

LoNGViEw  (5,713*) 
Municipal  Plant 

35  cts.  per  1,000  gal. . 

30  cts.  per  1,000  gal. 

25  cts.  per  1,000  gal. 

20  cts.  per  1,000  gal. 

19  cts.  per  1,000  gal. 

18  cts.  per  1,000  gal. 

17  cts.  per  1,000  gal. 

16  cts.  per  1,000  gal. 

15  cts.  per  1,000  gal. 

14  cts.  per  1,000  gal. 

13  cts.  per  1,000  gal.      • 

12  cts.  per  1,000  gal. 

All  over  1,000,000  gal.  12  cts.  per  1,000  gal. 


Rates : 

First 

25,000  gal. 

Next 

25,000  gal. 

Next 

50,000  gal. 

Next 

]  00.000  gal. 

Next 

100,000  gal. 

Next 

100,000  gal. 

Next 

100,000  gal. 

Next 

100,000  gal. 

Next 

100.000  gal. 

Next 

100,000  gal. 

Next 

100,000  gal. 

Next 

100,000  gal. 
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LuFKiN   (4,878*) 
Mimic  i  pal  Plant 


Rates : 

$1.50  niinimum 


Mablin   (5,500) 
Municipal  Plant 


Rates : 

Domestic — 

First 

9,000  gal   (minimum) 

Next 

10,000  gal. 

Next 

10,000  gal. 

Next 

10,000  gal. 

All  over 

39,000  gal.  per  quarter 

Industrial- 

— 

First 

30,000  gal.  per  month 

Next 

70,000  gal. 

From 

100,000  gal.  to  200,000  gal 

All  over 

200,000  gal. 

$3.75  per  quarter 
3.50  per  quarter 
3.00  per  quarter 
2.50  per  quarter 

20  ets.  per  1.000  gal. 

30  ets.  per  1,000  gal. 
25  ets.  per  1.000  gal. 
20  ets.  per  1,000  gal. 
15  ets.  per  1,000  gal. 

for  total  amount  of 

water  used 


Marshall  (14,271 

*) 

Municipal  Plani 

tes : 

1,000  gai: 

$  .50 

13,000  gal. 

4.65 

2,000  gal. 

.95 

14,000  gal. 

4.95 

3,000  gal. 

1.35 

15,000  gal: 

5.25 

4.000  gal. 

1.75 

16,000  gal. 

5.50 

5,000  gal. 

2.10 

17,000  gal. 

5.75 

6,000  gal. 

2.45 

18,000  gal. 

6.00 

7,000  gal. 

2.80 

19,000  gal. 

6.25 

8,000  gal. 

3.15 

20,000  gal. 

6.50 

9,000  gal. 

3.45 

21,000  gal. 

6.75 

10,000  gal. 

3.75 

22,000  gal. 

7.00 

11,000  gal. 

4.05 

23,000  gal. 

7.25 

12,000  gal. 

4.35 

24,000  gal. 

7.50 
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Rates : 

25,000  gal. 

7.75 

31,000  gal.     8.95 

26,000  gal. 

7.95 

32,000  gal.     9.15 

27,000  gal. 

8.15 

33,000  gal.     9.35 

28,000  gal. 

8.35 

34,000  gal.     9.55 

29,000  gal. 

8.55 

35,000  gal.     9.75 

30,000  gal. 

8.75 

Above  35,000  gal.       .15  cts  per  1,000  gal 

Churclies 

.15  cts  per  1,000  gal, 

Mart    (4,000) 
Municipal  Plant 

Rates : 

2,500  gal.   1 

'mmimum)              $1.00 

All  over  2,500  gal.  25  cts.  per  1.000  gal. 

MoKiNNEY   (6.677*) 
Municipal  Plant 
Rates : 

First         10.000  gal.  40  cts.  per  1,000  gal. 

All  over  10,000  gal.  35  cts.  per  1.000  gal. 


Merkel   (2,000) 


No  report 


Mexia    (4,300) 
Mexia  Water,  Light  and  Power  Company 

Rates  to  individuals: 

Metered — 

First         4,000  gal.  50  cts.  per  1,000  gal. 

All  over  4.000  gal.  25  cts.  per  1,000  gal. 

Flat— 

$1.00  for  household  use 

25  cts.  for  stock  (cow  and  horse) 

25  cts.  for  bath 

50  cts.  for  water  for  sewer  service 
Rates  to  city: 

22  hydrants     $145.85  per  month 
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Midland  (2,500) 

Municipal  .Plant 
Rates: 

1,000  gal.    (minimum)  $1.00 

1,000  gal.  to  20,000  gal.  40  cts.  per  1,000  gal. 

All  over  20,000  gal.'         30  cts.  per  1,000  gal. 

Mineral  Wells  (10,000) 

Municipal  Plant 

City  pays  $300  per  month  for  supply,  but  has  a  municipal 
supply  under  construction 
Rates : 

First           5,000  gal.  50  cts.  per  1,000  gal. 

Next         10,000  gal.  40  cts.  per  1,000  gal. 

Next         10,000  gal.  30  cts.  per  1,000  gal. 

All  over  25,000  gal.  25  cts  per  1,000  gal. 

Mt.  Pleasant  (4,000) 

Municipal  Plant 
Rates : 

First  5,000  gal.  30  cts.  per  1,000  gal. 

5,000  to  10,000  gal.  20  cts.  per  1,000  gal. 

10,000  to  20,000  gal.  15  cts.  per  1,000  gal. 

All  over  20,000  gal.  10  cts.  per  1,000  gal. 
75  cts.  minimum. 


Nacogdoches    (6,000) 

Municipal  Plant 

Rates : 

First 

5,000  gal.                  40  cts.  per 

Next 

5,000  gal.                  30  cts.  per 

All  over  10,000  gal.  20  cts.  per  1,000  gal. 

75  cts.  minimum,  including  25  cts.  meter  rent 
No  charge  to  city 
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Navasota  (5,060*) 
Intermountain  Railway,  Light  and  Power  Company- 
Eat  es  : 

First  2,500  gal.  40  cts.  per  1,000  gal. 

2,500  to    5,000  gal.  35  cts.  per  1,000  gal. 

5,000  to  10,000  gal.  30  cts.  per  1,000  gal. 

10,000  to  20,000  gal.  25  cts.  per  1,000  gal. 

20,000  to  40,000  gal.  20  cts.  per  1,000  gal. 

All  over  40,000  gal.  15  cts.  per  1,000  gal. 

$1.00  minimum ;  meter  rental  25  cts.  to  50  cts.    Meter  installa- 
tion by  consumer  for  all  pipes  over  II/2  in. 

Nevs,^  Braunpels  (4,000) 

Municipal  Plant 

Rates  (per  annum)  : 

Bakery    $  12.00 

Billiard   hall 3.00 

Butcher  shop 6.00 

Barber  shop 6.00 

Barber  shop,  each  additional  chair 3.00 

Blaclvsmith  shop,first  forge . .  .■ 4.00 

Blacksmith  shop,  each  additional  forge 2.00 

Boarding  house 12.00 

Boarding  house,   with  lodgings 18.00 

Baths,  barber  shop,  each 6.00 

Baths,  hotel,  first 3.00 

Baths,  hotel,  each  additional 3.00 

Baths,   i)rivate 1.50 

Baths,  private,  each  additional 1.50 

Baths,  boarding  or  apartment  houses 3.00 

Baths,  boarding  or  apartment  houses,  each  additional.  .  3.00 

Brickwork,  per  1,000 05 

No  charge  less  than  $1.00. 

Candy  manufacturer 9.00 

Concrete  block  or  cement  factory 12.00 

Confectioner  (without  ice  cream  or  soda  fountain)  ....  9.00 
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Ccncrete,  per  cubic  yard .03 

Xo  charge  less  than  $1.00. 

Colleges  and  boarding  schools special 

Dyeing  and  scouring 6.00 

Drug  store  (exclusive  of  fountain) 9.00 

Dental  office 9.00 

Fountains,  1/16  in.  to  1/8  in.  jet 12.00 

Gasoline  engine,  thermo  s^^phon  cooling  system,  2  h.  p. 

or  less 3.00 

Over  2  h.  p.,  5  cts.  per  h.  p.  per  month  additional 

Garage  with  use  of  hose  and  nozzle 18.00 

Hall,  public 3.00 

Hotel  (including  1  sink) 24.00 

Ice  cream  parlor,  with  fountain 15.00 

Lavatory,    public 3.00 

Livery  stable 24.00 

Livery  stable,  with  use  of  hose  (additional) 6.00 

Lawn  sprinkling,  per  10,000  sq.  ft 6.00 

(This  rate  is  for  hose  and  nozzle,  to  be  used  only 
between  the  hours  of  6  to  9  a.  m.  and  4  to  8  p.  m.) 
Laundry  (meter  only) 

Lunch  counter  or  restaurant 9.00 

Office,  one  bibb 3.00 

Photo    gallery 6.00 

Printing  office 12.00 

Railroad  (I.  &  G.  X.  per  month;  M.  K.  &  T.  on  meter)  75.00 
Residence,  household,  including  three  head  of  horses  or 

cows 12.00 

Steam,  boilers,  10  hrs.  per  day,  5  cts.  per  h.p.  per  month 

Stock  of  any  kind,  per  head  per  annum 20 

Stock  trading  yard 12.00 

Soda  water  fountain,  without  ice  cream  parlor 12.00 

Soda  water  factories  and  bottling  works 36.00 

Stone  work,  per  cu.  yd 05 

Store,  one  bibb 3.00 

Urinals,  public,  per  bowl 3.00 

Urinals,  public,  per  trough 5.00 

Water  closets,  private,  each 1.50 

Water  closets,  public,  first 1.50 


Public  Service  Rates  in  Texas  Cities  33 

AYater  closets,  hotel,  first 3.50 

Water  closets,  hotel,  each  additional 1.50 

Water  basin  or  lavatory  for  store  or  office 3.00 

Cotton  gin,  per  bale 03 

New   Brannfels   Social    Club,   2   toilets,    1  lavatory,   1 

urinal,  sprinkling 30.00 

New  Braunfels  Club,  1  lavatory,  closet 3.00 

Target  Range  Club,  2  toilets,  lavatory,  8  urinals 24.00 

Hermann  Sons  Hall,  2  toilets,  1  urinal,  1  sink 9.00 

Metered — (per  month)  : 

First            2,500  gal.      ,       30  cts.  per  1,000  gal. 

Next             1,000  gal.  27  cts.  per  1,000  gal. 

Next             1,500  gal.  24  cts.  per  1,000  gal. 

Next             5,000  gal.  21  cts.  per  1,000  gal. 

Next             5,000  gal.  18  cts.  per  1,000  gal. 

Next           10,000  gal.  16  cts.  per  1,000  gal, 

Next           10,000  gal.  14  cts.  per  1,000  gal. 

Next           15,000  gal.  12  cts.  per  1,000  gal. 

Next         100,000  gal.  10  cts.  per  1,000  gal. 

Next         150,000  gal.  8  cts.  per  1,000  gal. 

Next         200,000  gal.  6  cts.  per  1,000  gal. 

All  over  500,000  gal.  5  cts.  per  1,000  gal. 
No  charge  to  city 
75  cts.  minimum 

Orange  (9,212*) 
Orange  Ice,  Light  and  Water  Company 

Rates  to  individuals: 

30  cts.  per  1,000  gal. 
Rates  to  city : 

22  hydrants,  per  annum,  each  $50.00 

20  free  hydrants 

Palestine  (12,500) 
Municipal  Plant 
Rates : 

3,000  gal.  or  less  $1.50 

From  3,000  gal.  up  to  and  including  15,000  gal.  sliding  scale 
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in  operation,  with  increase  of  few  cents  for  each  additional 

50  gal. 
15,000  gal.  $5.00 

All  over  15,000  gal.  15  cts.  per  1,000  gal. 
When  any  meter  reading  shows  more  than  15,000  gal.  used,  the 

units  and  tens  in  such  numbers,  if  anything,  are  counted 

as  100. 
$1.00  connection  charge 
Payable  monthly  in  advance;  if  not  paid  on  or  before  15th 

water  service  discontinued 

Paris   (14,000) 

Municipal  Plant 
liates : 

"Sliding  scale  from  33  cts.  per  1,000  gal.  dowai  to  10  cts." 
No  charge  to  city  departments 

Plainview  (5,000) 

Systein  owned  by  the  city,  except  the  pumping  which  is  owned 
and  operated  by  the  Texas  Utilities  Company 

This  company  pumps  water  for  the  city  at  the  following  rates : 
First  50,000  gal.  average  per  day  for  the  month,  10  cts.  per 

1,000  gal. 
All  in  excess  of  50,000  gal.  per  day,  5  cts.  per  1,000  gal. 
$175  per  month  minimum  charge  for  pumping 
Rates : 

First         3,000  gal.   (minimum)  $1.00 

Next         7,000  gal.  15  cts.  per  1,000  gal. 

All  over  10,000  gal.  10  cts,  per  1,000  gal. 

Port  Arthur  (22,241*) 
Municipal  Plant 
Rates : 

First  5,000  gal.  30  cts.  per  1,000  gal. 

From  5,000  gal.  to        10,000  gal.  25  cts.  per  1,000  gal. 

From        10,000  gal.  to        50,000  gal.  20  cts.  per  1,000  gal. 

From        50,000  gal.  to  1,000,000  gal.  15  cts.  per  1,000  gal. 

From  1,000,000  gal.  to  5,000,000  gal.  13  cts.  per  1,000  gal. 
$1.00  minimum 
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All  water  must  be  metered  except  in  cases  where  the  only 
consumption  is  through  flush  tank  of  closet  for  use  of  pri- 
vate families  or  boarding  or  rooming  houses.  Meters  may 
be  owned  by  the  consumers  or  will  be  furnished  by  the  city 
at' the  following  monthly  rentals : 

Size 

5-8    in.  20  cts.  per  month 


30  cts.  per  month 

45  cts.  per  month 

85  cts.  per  month 

$1.20  per  month 


m. 
3-4    in. 

1  in. 
11/2  in. 

2  in. 
Special  rates  for  meters  and  water  for  use  outside  of  city 

limits  or  water  furnished  through  special  lines  owned  by 
the  city. 

QUANAH  (4,000) 

Municipal  Plant 


Rates : 

50  cts.  per  1,000 

gal. 

35  cts.  meter  ren' 

Rockdale  (4,000) 

Municipal  Plant 

Rates : 

First     1,000  gal. 

$1.00 

Next     1,000  gal. 

75  cts. 

Next     3,000  gal. 

50  cts.  per  1,000  gal 

Next     5,000  gal. 

35  cts.  per  1,000  gal 

Over    10,000  gal. 

25  cts.  per  1,000  gal 

San  Angelo  (16,000) 
San  Angelo  Water,  Light  and  Power  Company 

Rates  to  individuals : 

2,000  gal.  or  less  (minimum)        $1.00 
2,000  gal.  to    4,000  gal.  1.25 

4,000  gal.  to  10,000  gal.  25  cts. 

10,000  gal.  to  25,000  gal.  20  cts. 

Over  25,000  gal.  15  cts. 

Rates  to  city : 

Approximate  rental  for  city  hydrant  $34.00  per  annum 
Free  service  to  city  for  parks  and  public  buildings. 


per  1,000  gal. 
per  1,000  gal. 
per  1,000  gal. 
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San  Antonio  (161,308*) 

San  Antonio  Water  Supply  Company  (La  Compagnie  des  Eaux 
de  San  Antonio,  a  Belgian-American  Company) 

Rates  to  individuals : 

Average  rate  of  11.2  cts.  per  1,000  gal. 

Domestic — 

4,400  gal.  (no  sprinkling,  minimum)  53  cts. 
6,650  gal.  (with  sprinkling,  minimum)  80  cts. 
All  over  11.2  cts.  per  1,000  gal 

Meter  rent  up  to  1  in.  20     cts.  per  month 

Meter  rent  up  to  2  in.  40      cts.  per  month 

Meter  rent  over  2  in.  at  special  rates 

Meters  may  be  owned  and  maintained  by  consumer  in  which 
event  no  meter  rent  is  charged. 


Commercial — 

First 

6,000  gal. 

20 

cts. 

per  1,000  gal. 

$1.20 

Next 

24,000  gal. 

12 

cts. 

per  1,000  gal. 

2.88 

Next 

30,000  gal. 

10.4 

cts. 

per  1,000  gal. 

3.12 

Next 

30,000  gal. 

9.6 

cts. 

per  1,000  gal. 

2.88 

Next 

60,000  gal. 

8.8 

cts. 

per  1,000  gal. 

5.28 

Next 

60,000  gal. 

8 

cts. 

per  1,000  gal. 

4.80 

210,000  gal.  for  $20.16 

All  over  210,000  gal.  7.2  cts.  per  1,000  gal. 

Meter  rent  as  above 

Special  meter  rates:    (Subject  to  10  year  contracts) 

$360.00  as  a  minimum  payment,  paid  yearly  in  advance,  en- 
titles consumer  to  5,143,000  gal. — all  over  at  7  cts.  per 
1,000  gal. 

$420.00  as  a  minimum  payment,  paid  yearly  in  advance,  en- 
titles consumer  to  6,700,000  gal. — all  over  at  6^4  cts.  for 
1,000  gal. 

$480.00  as  a  minimum  payment,  paid  yearly  in  advance,  en- 
titles consumer  to  8,000,000  gal. — all  over  at  51/4  cts.  per 
1,000  gal. 
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In  contracts  covering  large  quantities  of  water,  the  rate  per 
1,000  gal.   in  the  low  service   district  m,ay  be   as  low   as 
31/2  cts. 
Rates  to  city: 

1906  hydrants,  per  annum,  each  $30.00 

$2,000  per  annum  for  parks,  public  buildings,  etc. 

San  Marcos  (6,000) 
San  Marcos  Utilities  Company 

Rates  to  individuals : 

First  3,000  gal.        331/3  cts.  per  1,000  gal. 

Next  2,000  gal.        25       cts.  per  1,000  gal. 

Next         45,000  gal.        20       cts.  per  1,000  gal. 

All  over  50,000  gal.        15       cts.  per  1,000  gal. 

$1.00  minimum 
Rates  to  city : 

$35  to  $45  per  hydrant  per  annum 

Seguin  (5,000) 

Municipal  Plant 
Rates : 
IMetered — 
First  4,500  gal.  and  6,500  gal.  75  cts.  and  $1.00  respectively, 

minimum 
All  over,  10  cts.  per  1,000  gal. 
Flat— 
$1.00  to  $1.50. 

Seymour  (3,000) 

Municipal  Plant 
Rates: 

Metered — 

First  3,000  gal.   (minimum)  75  cts. 

3,000  gal.  to     6,000  gal.  25  cts.  per  1,000  gal. 

6'000  gal.  to  12,000  gal.  20  cts.  per  1,000  gal. 

12,000  gal.  to  25,000  gal.  15  cts.  per  1.000  tral. 

25,000  gal.  to  50,000  gal.  12^2  (?ts.  per  1,000  gal. 
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All  over  50,000  gal.  10       ets.  per  1,000  gal. 

Meter  rent,  25  ets. 

Flat— 

75  ets.  per  month. 

Free  to  city. 

Sherman    (15,031*) 

Municipal  Plant 
Eates : 

First       4,000  en.  ft.  371/2  ets.  per  100  cu.  ft. 

Next       2,000  en.  ft.  30       ets.  per  100  en.  ft. 

Next       4,000  en.  ft.  20       ets.  per  100  en.  ft. 

Next  200,000  cu.  ft.  15       ets.  per  100  cu.  ft. 

Over  210,000  cu.  ft.  10       ets.  per  100  en.  ft. 

Smithville    (4,000) 
Smithville  Electric  Light,  Water  and  Power  Company 

Rates : 

Domestic — 

"Without  bath  or  toilet  (minimum)         $1.00 
Number  of  gal.  allowed  3,000 

With  bath  (minimum)  $1.25 

Number  of  gal.  allowed  4,000 

With  bath  and  toilet  (  minimum)         $1.50 
Number  of  gal.  allowed  5,000 
Rates  after  minimum  has  been  exceeded : 

First         10,000  gal.        25  ets.  per  1,000  gal. 

Next  10,000  gal.        22  ets.  per  1,000  gal. 

Next  10,000  gal.        21  ets.  per  1,000  gal. 

Next  10,000  gal.        20  ets.  per  1,000  gal. 

Next  10,000  gal.        19  ets.  per  1,000  gal. 

Next  10,000  gal.        17  ets.  per  1,000  gal. 

Next  10,000  gal.        16  ets.  per  1,000  gal. 

All  over  70,000  gal.        15  ets.  per  1,000  gal. 
Rates  to  city: 

Fire  hydrants,  each  $45.00  per  annum 

Free  to  schools,  fountains,  three  public  troughs,  and  flushing 
gutters. 
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Snyder  (3,500) 
Municipal  Plant 


Rates : 

Domestic — 
$3.00  per  quarter 
Business — 
$5.25  per  quarter 


Stamford  (3,004*) 
Stamford  Water  Works  Company 


Rates : 

$4.50  per  1,000  cu.  ft. 


Stephen^^lle  (3,000) 
Municipal  Plant 


Rates : 

50  cts.  per  1,000  gal. 


Sulphur  Springs  (5,558*) 
Municipal  Plant 


Rates : 

20,000  j?al. 
20,000  gal. 
25,000  gal. 
30,000  gal. 
35,000  gal. 
40,000  gal. 
45,000  gal. 
50,000  gal. 
60.000  gal. 
70.000  gal. 
80,000  o-al. 
90,000  gal. 
100,000  gal. 


or  below  30  cts. 

to  25.000  gal. 

to  30,000  gal. 

to  35,000  gal. 

to  40,000  gal. 

to  45,000  gal. 

to  50,000  gal. 

to  60,000  gal. 

to  70,000  gal. 

to  80,000  gal. 

to  90,000  gal. 

to  100,000  gal. 

to  115,000  gal. 


per  1,000  gal. 
$  6.85 
8.10 
9.25 

10.40 

11.45 

12.50 

14.40 

16.10 

17.60 

18.00 

20.00 

21.85 
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115,000  gal.  to  130,000  gal.  23.40 
130,000  gal.  to  150,000  gal.  25.50 
150,000  gal.  to  175,000  gal.  28.00 
'  175,000  gal.  to  200,000  gal.  30.00 
All  over  200,000  gal.  15  cts.  per  1,000  gal. 
10%  discount  on  minimum,  if  paid  on  or  before  5th.  of  month 
$1.00  minimum 

Sweetwater  (7,500) 

INIunieipal  Plant 
Rates : 

Domestic — 

First         3,000  gal.  (minimum)         $1.40 

AH  over  3,000  gal.  20  cts.  per  1,000  gal. 

10%  discount  if  paid  by  10th  of  month 

Commercial — 

$1,800  per  annum  or  10  cts.  per  1,000  gal. 

$1,200  per  annum   (minimum)   or  15  cts.  per  1,000  gal. 

-No  discount 

Taylor  (12,000) 
Taylor  Water  Company 

Hates  to  individuals : 

Maximum  33i/^  cts.  per  1,000  gal. 
$1.00  minimum. 

Rates  to  city : 

56  hydrants,  per  annum,  each  $50.00 

I6V2  cts.  per  1,000  gal.  with  10,000  gal.  per  month  free 

Teague   (4,000) 

Municipal  Plant 
Rates : 

First  3,000  gal.   (minimum)  $1.50 

Over  3,000  gal.  domestic  use  25  cts.  per  !1,000  gal. 

Over  3,000  gal.  commercial  use      18  cts.  per  1,000  gal. 
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Temple  (11,033*) 

Municipal  Plant 
Rates : 

Domestic — 
First  6,000  gal.  (minimum  per  quarter)  $3.00 
Over  6,000  gal.  I21/2  cts.  per  1,000  gal. 

Commercial — 
25  cts.  to  10  cts.  per  1,000  gal. 

Terrell  (8,000) 

Municipal  Plant 
Rates : 

First  2,000  gal.    (minimum)         $1.00 

First  5,000  gal.  50  cts.  per  1,000  gal. 

All  above  5,000  gal.  35  cts.  per  1,000  gal. 

Steam  plants  35  cts.  per  1,000  gal. 

25  cts.  meter  rent 

$1.00  minimum 

.■95%  metered 

Texarkana  (11,480*) 
Texarkana  Water  Corporation 

Kates  to  individuals: 

7,500  gal.  (quarterly  minimum)  40  cts.  per  1,000  gal. 

12,858  gal.  (quarterly  minimum)  35  cts.  per  1,000  gal. 

30,000  gal.  (quarterly  minimum)  30  cts.  per  1,000  gal. 

60,000  gal.  (quarterly  minimum)  25  cts.  per  1,000  gal. 

120,000  gal.  (quarterly  minimum)  20  cts.  per  1,000  gal. 

300,000  gal.  (quarterly  minimum)  15  cts.  per  1,000  gal. 

Rates  to  city: 

111  hydrants,  per  annum,  each  $30.00 

r 

Tyler   (13,000) 

Municipal  Plant 
Hates  (quarterly)  : 

First  30,000  gal.  25      cts.  per  1,000  gal. 
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Next 

90,000  gal. 

20 

cts. 

per  1,000  gal. 

Next 

180,000  gal. 

15 

cts. 

per  1,000  gal. 

Next 

450,000  gal. 

121/2 

cts. 

per  1,000  gal. 

Next 

2,250,000  gal. 

10 

cts. 

per  1,000  gal. 

Next 

3,000,000  gal. 

9 

cts. 

per  1,000  gal. 

Amounts  over  6,000,000  gallons  per  quarter  or  2,000,000  gal- 
Icngs  per  month  covered  by  special  contract.  ^Minimum 
charge  per  quarter  $3.60  to  cover  14,400  gallons  or  less, 
except  where  a  residence  has  only  one  bib  or  faucet  on 
premises  not  connected  ^vith  a  toilet  or  bath  room,  in  which 
case  minimum  is  $2.00  per  quarter  to  cover  8,000  gal.  or 
less. 

Uvalde  (4,000) 
Uvalde  Water  Works  Company 

Rates  to  individuals: 

$1.00  per  month  for  household  use ;  25  cts.  additional  for  horse- 
or  COW:  20  cts.  per  square  additional  for  watering  lawns:, 
and  25  cts.  for  toilets 


Vernon   (6,000) 
Municipal  Plant 


Rates: 

4,000  gal.    (minimum) 
First  5,000  gal. 

Next  15,000  gal. 
Next  30,000  gal. 
All  over  50,000  gal. 


$1.00 

25  cts.  per  1,000  gal. 

20  cts.  per  1,000  gal. 

18  cts.  per  1,000  gal. 

15  cts.  per  1,000  gaL 


Victoria  (8,000) 

Municipal  Plant 
Rates : 

221/0  cts.  per  1,000  gal.  (inside  city  limits) 
$1.50  minimum. 

25  cts.  per  1,000  gal.   (outside  of  city  limits) 
$5.00  minimum  per  quarter 
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Waco    (40,000) 
Municipal  Plant 


Rates : 

First 

2,000   (minimum) 

75 

cts. 

Next 

1,000  gal. 

25 

ets. 

per  1,000  gal 

Next 

2.000  gal. 

22 

cts. 

per  1,000  gal 

Next 

2,500  gal. 

20 

cts. 

per  1,000  gal 

Next 

2,500  gal. 

18 

cts. 

per  1,000  gal 

Next 

5,000  gal. 

15 

cts. 

per  1,000  gal 

Next 

5,000  gal. 

121/2 

cts. 

per  1,000  gal 

All  over  20,000  gal.  10       cts.  per  1,000  gal. 

Waxahachie  (7,958*) 

Municipal  Plant 
Rates : 

Domestic — 

First         2,000  gal.  40  cts.  per  1,000  gal. 

Next  2,000  gal.  30  cts.  per  1,000  gal.  ' 

All  over  4,000  gal.  15  cts.  per  1,000  gal, 

75  ets.  minimum 

Commercial — 
First         1,000  gal.  40  cts.  per  1,000  gal. 

Next  1,000  gal.  30  cts.  per  1,000  gal. 

Next  1,000  gal.  20  ets.  per  1,000  gal. 

All  over  3,000  gal.  10  cts.  per  1,000  gal. 

No  flat  rates :  free  service    to    schools    and    library  only ; 

metered  and  book  charges 
Fire  lines  metered  and  charged 

"Weatherford  (6,000) 
City  of  Weatherford  Water,  Light  and  Ice  Company 

Rates  to  individuals: 

First         2,000  gal.   (minimum)     $1.00 

All  over  2,000  gal.  35  cts.  per  1,000  gal. 

Rates  to  city: 

50  hydrants,  per  annum,  each  $45.00 
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Whitewright  (2,000) 

jMiinieipal  Plant 
Rates : 

1  gal.  to       500  gal.  10  cts.  per     100  gal.  minimum  50  cts. 

500  gal.  to    1,000  gal.    8  cts.  per     100  gal.  minimum  55  cts. 

1,000  gal.  to    5,000  gal.    7  cts.  per     100  gal.  minimum  75  cts. 

5,000  gal.  to  10,000  gal.    6  cts.  per     100  gal.  minimum  $  3.55 

10,000  gal.  to  15,000  gal.  50  cts.  per  1,000  gal.  minimum      6.00 

15,000  gal.  to  20,000  gal.  45  cts.  per  1,000  gal.  minimum      7.50 

20,000  gal.  to  25,000  gal.  40  cts.  per  1,000  gal.  minimum      9.00 

All  over  25,000  gal.  35  cts.  per  1,000  gal.  minimum    10.00 

90%  metered 

"AVagons  pay  in  advance  on  quantity  purchases  on  basis  of 
above  meter  rates.'.' 


Wichita  Falls  (40,079*) 
.  Witchita  Falls  Water  Company 

30  cts.  per  1,000  gal. 
$1.00  minimum 
R-ates  to  city: 

80  fire  hydrants,  per  annum,  each  $50.00 

Yoakum   (5,500) 
Yoakum  Power,  Light  and  Water  Company 

Rates  to  individuals: 

Metered — 

First         2,500  gal.   (minimum)     $1.10 

All  over  2,500  gai  3  cts.  per  100  gal. 

Flat— 

1  hydrant  $1.10 

Bath  or  toilet,  extra  40  cts. 

Rates  to  city: 

Fire  hydrants,  per  annum,  each  $50.00 


SEWERAGE 

(See  explanations,  page  3) 

Abilene  (10,274*) 
Abilene  Sewer  Company 

Rates  to  individuals : 

First    fixture 75  ets. 

Each  additional  fixture 25  ets. 

No  charge  for  connection  to  main 
Rate  to  citv :    free 


No  sewer  system 


Alice    (3,500) 

Amarillo    (15,494*) 
Municipal  System 


Service  free 


Athens  (5,000) 

Municipal  System 
Rates : 

Residences $1,00 

Austin  (34,876*) 

Municipal  System 
Rates    (per  annum)  : 

First  fixture $3.60 

Next  five  fixtures,  each 80 

Next  six  fixtures,  each 40 

All  above  12  fixtures,  each 20 

Ballinger  (2,767*) 
Sanitary    Sewerage    Company 

Rates  to  individuals  (per  annum)  : 
Stores  and  offices — 

Water  closets,  each $12.00 

Urinal  basins,  each 6.00 
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Sinks,  each 2.40 

Lavatories,    each 2.00 

Restaurants  and  chop  houses — 

Water  closets,  each 12.00 

Urinal  basins,  each 6.00 

Sinks,  each 6.00 

Lavatories,    each 2.00 

Barber  shops — 

Water  closets,  each 12.00 

Urinal  basins,   each 6.00 

Bath  tubs,  each 3.00 

Livery  stables  and  factories .special 

Boarding  houses  and  hotels  of  14  rooms  and  under — 

Water  closets,   each 15.00 

Urinal  basins,  each 7.50 

Sinks,  each 6.00 

Boarding  houses  and  hotels  of  over  14  rooms — 

Water  closets,  each 20.00 

Urinal  basins,  each 10.00 

Sinks,  each 6.00 

Baths,  each 2.50 

Private  houses — 

Water  closets,  each 12.00 

Baths,  each 2.00 

Sinks,  each 2.00 

Lavatoi'ies,    each 2.00 

All  of  the  above 15.00 

Bath  houses — 

Water  closets,  urinals  and  sinks  at  same  rates  as  stores 
and  offices 

Attachments  for  bath  tubs,  each 3.00 

Sinks  for  waste  water  in  drug  stores  and  soda  fountains  6.00 
Rates  to  city:     not  reported 

Bay  City  (3,200) 
H.  W.  Cardwell  Company 

Rates  to  individuals: 

Toilets,   each 90  cts. 
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Baths,   each 25  cts. 

Sinks,    each .  . . 25  cts. 

Lavatories,  each 10  cts. 

Or  the  last  three  in  residences  for  35  cts.,  making  a  rate  of 
$1.25  on  the  four  connections 
Kates  to  city:    not  reported 

Beaumont  (40,422*) 
Municipal  System 
Service  free 

Beeville  (5,000) 
Municipal  System 

Rates    (per  annum)  : 

Residence $  6.00 

Business,  one  story 12.00 

Schools  and  court  houses 36.00 

Manufacturing   plants 36.00 

Hotels 24.00 

Freight  depots 12.00 

Passenger  depots • 24.00 

Jails 24.00 

Boarding  houses , 18.00 

Cotton  gins 12.00 

Churches 6.00 

Confectionery  containing  soda  fountain 18.00 

Drug  stores  containing  soda  fountain 18.00 

Barber  shops  with  baths 18.00 

Restaurants 18.00 

Lodges  and  clubs 12.00 


*o"- 


"All  two-story  business  connections  where  the  upper  floor  ia 
devoted  to  offices,  an  extra  charge  of  $1.00  for  each  office 
occupied:  The  meaning  of  the  term  'business'  in  this  con- 
nection is  defined  to  be  those  dealing  in  dry  goods,  groceries, 
hardware,  building  material,  saddle  shops,  tailor  shops,  mil- 
linery stores,  or  shops,  jewelry  stores,  pool  and  billiard  halls, 
grain  and  feed  dealers,  blacksmith  shops,  livery  stables, 
bakeries,  notions,  fruit  stands,  garages,  butcher  shops,  tele- 
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phone  exchanges,  telegraph  offices,  banks,  picture  shows, 
opera  houses,  tin  shops,  carpenter  shops,  windmill  and 
plumbing  shops,  occupying  one  stor}'  room  and  under  one 
management. ' ' 

Belton    (7,320) 

Municipal  System 
Rates    (per  annum)  : 

Private  dwellings — 

Single  closets  on  any  single  fixture $  9.00 

Each  additional  fixture 1.20 

Hotels,  boarding  houses  and  restaurants — 

Single   connection 15.00 

Each  additional  fixture 2.40 

Stores,  offices,  business  premises  and  club  rooms — 

Single  closet,  or  any  other  single  fixture 12.00 

Each  additional  closet 6.00 

Each  additional  urinal  basin 3.00 

Each  additional  bath  tub , 3.00 

Each  additional  wash  basin 3.00 

Each  additional  sink 3.00 

Each  additional  laundry  fixture 9.00 

Each  additional  floor  drain • 9.00 

Each  additional  drain  for  washing  vehicles,  horses,  or 

harness 12.00 

Boarding  schools — 

Single   connection 12.00 

Each  additional  fixture l.SO 

Day  schools — 

Single  connection 12.00 

Each  additional  fixture 3.00 

Churches — 

Single  connection 9.00 

Each  additional  fixture 1.20 

Rates  payable  quarterly  in  advance 

Big  Spring  (4,500) 
No  sewer  system 
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BONHAM   (6,008*) 

Municipal  System 
Rates : 

Residence $1.00 

Business 1.50 

Bowie    (3,000) 
Bowie  Sewerage  Company 

Rates  to  individuals  (per  annum)  : 

Residence,    toilets $12.00 

Residence,  other  fixtures 3.00 

Rates  to  city:    free 

Brady    (3,500) 
No  sewer  system 

Brenham  (5,066*) 

Municipal  System 
Service  free 

Bridgeport    (2,000) 

Xo  sewer  system ;  scavenger  charges :    25  cts.  to  dwellings,  50 
cts.  to  business  houses,  per  month. 

Brownsville  (13,163) 
Municipal  System 

Rates  to  individuals : 

One   toilet 50  eta 

Each  additional  toilet 25  cti 

Rates  to  city:     free 

Brownwood  (8,223*) 

Municipal  System 
Rates : 

Residences — 

First  fixture,  per  month $     .30 
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•^      Each  additional  fixture,  per  month 10 

First  four  fixtures,  per  annum O.OO 

County  jail,  same  as  residences 

Schools  and  colleges  take  one-fourth  rate  of  residences 

Laundries  and  bottling  works — 

Each  closet,  per  month 1.00 

Waste  water,  per  month 1.00 

:.        Each  additional  fixture 50 

Business  houses — 

First  fixture  for  stores 40 

Each  additional  fixture 20 

First  fixture  for  offices  less  than  15 30 

Each  additional  fixture  for  offices  less  than  15 20 

]        .Pirst  fixture  for  offices  more  than  15 30 

Each  additional  fixture  for  offices  more  than  15 10 

^inks  in  restaurants,  each 60 

li'irst  fixture  in  restaurants  (except  sinks) 40 

Each  additional  fixture  (except  sinks) .     .20 

First  fixture  in  club  or  lodge  rooms 50 

Each  additional  fixture .20 

i        First  fixture  in  barber  shops,  3  chairs 30 

Each  additional  fixture,  more  than  3  chairs 20 

Bath  tubs  used  for  hire,  each • 25 

Closets  in  all  public  buildings 50 

Each  additional  fixture  in  public  buildings 20 

"Wash  racks,  livery  stables,  per  month 50 

"Wash  racks,   garages 75 

Blacksmith  shops,  lumber  yards,  mills,  and  other  build- 
ings not  mentioned  take  same  rates  for  additional  fix- 
tures as  stores 

Hotels- 
First  fixture  in  hotels  of  15  rooms  and  over 1.00 

Each  additional  fixture 05 

First  fixture  in  hotels  under  15  rooms 1.00 

Each  additional  fixture 20 

Boarding  houses — 

First  fibcture,  per  month 45 

Each  additional  fixture,  per  month 15 

First  four  fixtures,  per  annum 9.00 
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Bryan   (6,295*) 

Municipal  System 
Rates: 

Household,  $1.00  per  month 

For  other  uses,  rates  depend  on  number  of  fixtures 

Total  maximum  rate  for  one  building,  $5.00 

Calvert   (2,600) 
Municipal  System 
Rates    (per  annum)  : 

Private  dwellings — 

Single  closet  or  anj^  single  fixture $4.00 

Each  additional  fixture 50 

Hotels,  boarding  houses  and  restaurants — 

Single  connection 7.50 

Each  additional  fixture 1.00 

Stores,  offices,  business  premises,  club  rooms — 

Single  closet  or  any  other  single  fixture 6.00 

Each  additional  closet 2.00 

Each  additional  urinal  basin 1.50 

Each  additional  bath  tub 1.50 

Each  additional  wash  basin 1.50 

Each  additional  sink 1.50 

Each  additional  laundry  fixture 8.00 

Each  additional  floor  drain 8.0(? 

Each  additional  drain  for  washing  vehicles,  horses  or 

harness 10.00 

Boarding  schools — 

Single  connection 6.00 

Each  additional  fixture 1.50 

Day  schools — 

Single  connection 5.00 

Each  additional  fixture 1.50 

Churches — 

Single  connection 4.00 

Each  additional  fixture 50 

No  meter  rates 
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Cameron  (6,000) 
Municipal  System 


Service  free 


Childress  (5,003*) 
Municipal  System 

Rates    (per  annum)  : 

Private  residences • $  6.00 

Business  houses,  employing  five  persons  or  less 12.00 

Business  houses,  employing  more  than  five  and  less  than 

twenty 18.00 

Business  houses,  employing  twenty  and  over 24.00 

Hotels,  rooming  houses,  etc.,  with  less  than  five  guest 

•    rooms 12.00 

Hotels,  rooming  houses,  etc.,  with  five  rooms  and  not 

more  than  fifteen  rooms.  . ' 18.00- 

Hotels,  rooming  houses,  etc.,  with  more  than  fifteen  rooms  24.00 

Office  buildings,  five  office  rooms  or  less 12.00 

Office  buildings  with  more  than  five  office  rooms 18.00 

Each  church  building 6.00 

Each  school  building 12.00- 

Garage,  wash  pit  of  basin,  extra 12.00 

Each  laundry,  in  addition  to  other  connections 12.00' 

Each  soda  fountain,  in  addition  to  other  connections.  .  .  .  9.0O 
Each  restaurant,  cafe,  whether  connected  with  hotel  or 

not,  for  each  sink 12.00 

Each  railroad  depot 24.00 

Each  barber  shop,  five  chairs  or  less,  without  bath  tubs. .  12.00 
.   Each  barber  shop,  more  than  five  chairs,  without  bath 

tubs 18.00 

Each  barber  shop,  using  bath  tubs,  in  addition  to  above, 

each  tub 3.00 

Each  bath  house,  with  five  tubs  or  less 9.0O 

For  each  additional  tub 1.00 

Each  opera  house,  lodge  room,  or  public  hall 12.00 

Above  charges  for  one  fixture  only,  and  with  $1.00  per  annum 
for  each  additional  fixture 
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Cisco    (7,422*) 

Municipal  System 
Rates : 

Garbage  fee,  25  cts.  per  month 

50  cts.  per  month,  minimum,  for  sewerage  connection,  allowing 

use  of  one  stool,  one  lavatory,  sink  and  bath;  15  cts.  extra 
for  each  additional  fixture  above  these. 

ClxVrksville   (2,100) 
No  report 

Cleburne  (12,820*) 
Municipal  System 

Rates    (per  annum)  : 

Water  closet  for  stores,  each  closet $  6.00 

Additional  closets,  each 4.00 

Water  closets  for  offices,  each  closet 6.00 

Urinal  basins,  each 1.00 

Sinks  for  washing  bottles,  each 3.00 

Water  closets  in  restaurants,  each 8.00 

Barber  shops,  three  chairs,  or  less 4.00 

Each  additional  chair 1.00 

Bath  tub,  in  barber  shop,  each 2.00 

Water  closets  in  barber  shops,  each 8.00 

Water  closets  in  liverj^  stables,  each 8.00 

Wash  racks  in  livery  stables,  each 8.00 

Public  boarding  houses,  hotels  and  rooming  houses — 

Less  than  eight  rooms,  water  closet,  each 7.00 

Each  additional  closet 4.00 

Eight  rooms  to  fourteen,  water  closet,  each 10.00 

Each  additional  closet 5.00 

Over  fourteen  rooms,  water  closets,  each 10.00 

Each  additional  closet 5.00 

Urinal  basins,  each 3.00 

Sinks,  each 3.00 

Bath  tubs,  one  tub 2.00 

Bath  tubs,  each  additional  tub 1.00 

Private  houses — 

Water  closets,  each 4.00 


p 
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Bath  tubs,  each 1.00 

Sinks,  each 1.00 

Wash  stands,  each 1.00 

All  four  fixtures  above 6.00 

Additional  water  closets,  each 2.00 

Additional  bath  tubs,  each 1.00 

Laundries  and  bottling  works — 

Water  closets,  each 8.00 

Waste  water  attachment special 

One  washer 20.00 

Second  washer 15.00 

Each  additional  over  second  washer 10.00 

Xatatpriums  and  bath  houses — 

Water  closets,  each 8.00 

Waste  water  attachment special 

All  sewer  rates  payable  quarterly  in  advance 

Coleman  (4,000) 

Coleman  Sewer  Company 
Rates : 

Stores,  offices,  barber  shops,  restaurants,  chop  houses,  etc. — 

Water  closets $  1.00 

Urinals 50 

Each  additional  closet 50 

Sinks 25 

Livery  stables  and  factories,   same  as  for  stores  and 
offices,  except  attachment  for  drain  and  waste  water.  .     1.00 

Steam   laundries 2.00 

Other  laundries,  same  as  for  stores,  except  waste  water. ,     1.00 
Bath  houses,  same  as  for  stores,  except  $3.00  per  annum 

for  each  tub  :x 

Hotels,  boarding  and  rooming  houses,  14  rooms  and  under — 

Water  closets .  . .  •: 1.25 

Each  additional  closet. a*^^ 1.00 

Urinal  basins , 65 

Sinks 50 

Hotels,  boarding  and  rooming  houses,  over  14  rooms — 
' ';      Water  closets,  per  annum 20.00 
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Eaeh  additional  <?l<i)Sd^  per  mouth .,.....>...     1.00 

Urinal,  per  auuums v  v  v 10.00- 

Private  houses- 
Water  closets. 1-00 

Urinals » ^0 

Sinks   ^  ^ 25 

Bath  tubs , , 25 

Whole  combination  for,  per  month 1-50 

City  hall,  calaboose,  public  buikliaigs  and  public  schools 
al.  rate  agreed  upon  by  special  contract. 

Comanche  (2,600) 
Municipal  System 
Eates:  H 

50  cts.  per  month  to  residences  _  : ; 

$1.00  per  month  to  business  houses  ;•[ 

$2,00  per  month  to  hotels  .      :- 

Commerce  (2,900)  _;   ..■■-:' 

Municipal  System  .'rvooi; 

^  A-  r^r.  XI  -     ~      "-f'<J  iha'A  ; 

Eates:    $1.00  per  month.  .       .  ..  ,       ,     ^ 

Corpus  ChrIsti  (20,000)  .  ^^"''''^ 

Municipal  System, [^^^_^^,^^ 

Eates  (per  annum)  :  ; 

Each  private  residence  occupied^^byjjOFnier  and  family, 

or  by  tenant  and  family.  . ... ....... .,. $  3.00 

Each  business  house,  factory 'or  esta;»Iisliment,  except 

as  hereinafter  provided,  employmg  five    persons    or   '''^'^' 

less :':''}Lr^-^-^m 

Each  husiness  house,  factory  or  esfalllis-hmeht;  except  as' 
hereinafter  provided,  employing  more  than  5  and  less 
than  20  persons : .  .: .  .IT?  ?''■.'?.-'. 4.50 

Each  l)usiness  house,  factory  <«•  .establjifthment  except  as 

hereinafter  provided,  employing  20  persons  or  over.  .    ,6.0Qr 

Each  rooming  house,  hotel  or  boarding  house;  haying;  ji^SS,  ,.,<,; 
than  10  rooms .  , .  .  j . ......p , . .  . ..  . ; . . ..  •r4.50» 

Each  rooming  house,  hotel  or  boardaflgi|wu;^,q,,^yi?ig  10,,H 
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and  not  more  than  25  rooms 6.00 

Each  hotel,  rooming-  house  or  boarding  house  having 

more  than  25  rooms  and  less  than  60  rooms 9.00 

Each  office  or  building  having  10  rooms  for  offices  or 

less  6.00 

Each  hotel,  rooming  house,  or  boarding  house  having 

more  than  60  rooms 12.50 

Each  office  or  building  having  more  than  10  rooms  for 

offices  4.50 

Each   laundry 9.00 

Each  livery  stable 6.00 

Each  business  house  or  establishment    using    a    soda 

fountain 4.50 

Each  restaurant  or  cafe,  whether  connected  with  a  room- 
ing house  or  not 6.00 

Each  railway  depot 9.00 

Each  barber  shop  with  5  chairs  or  less  and  without  bath 

tubs    4.50 

Each  barber  shop  ^^'ith  bath  tubs  in  addition  to  the 

above,  for  each  tub 50 

Each  bath  house  with  five  tubs  or  less 4.50 

Each  additional  tub 50 

Each  opera  house,  lodge  room,  public  hall  or  show  build- 
ing of  any  kind 6.00 

Free  to  public  schools. 

CORSICANA    (11,356*) 

Municipal  System 
Rates  1 

Service  free 

50  cts.  for  cleaning  closets. 

Crockett  (5,000) 

Municipal  System 
Rates: 

Residences — 

Toilet,  bath,  lavatory,  sink $  1.50 

Each  additional  fixture 25 
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Offices  and  stores — 

First  toilet 1.25 

Each  additional  toilet 75 

Urinals,  each 50 

Lavatories,   each 25 

CuERO  (4,000) 
Municipal  System 
Rates    (per  annum)  : 

Private  dwellings — 

Single  closet  on  any  fixture $  6.00 

Each  additional  fixture 1.00 

Hotels,  boarding  houses,  restaurants,  hospitals,  and 
factories — 

Single  connection 12.00 

Each  additional  fixture ■ 2.00 

Stores,  offices,  business  premises,  club  rooms  and  railroad 
depots — 

Single  closet  or  any  other  single  fixture 10.00 

Each  additional  closet 2.00 

Each  additional  urinal  basin 2.00 

'Courthouse  and  jail,  each 25.00 

Each  additional  fixture 5.00 

Each  additional  bath  tub 2.00 

Each  additional  wash  basin 2.00 

Each  additional  sink 2.00 

Each  additional  laundry  fixture 8.00 

Each  additional  floor  drain 8.00 

Each  additional  drain  for  washing  horses,  harness, 

auto,  or  vehicles 10.00 

Boarding  schools — 

Single  connection 10.00 

Each  additional  fixture 2.00 

Day  schools — 

Single  connection 10.00 

Each  additional  fixture : 2.00 

•Churches — 

Single  connection 8.D0 

Each  additional  fixture 1.00 
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Dalh.vrt  (3,500) 
Municipal  System 
Rates  (per  annum)  : 
Each  closet  $3.50. 

Dallas  (158,976*) 
Municipal  System 

Service  free,  except  where  customer  furnishes  his  own 
water ;  in  such  cases  a  charge  of  $1.00  per  connection,, 
per  quarter. 

Denison  (17,065*) 
Municipal  System 


Service  free 


Service  free 


Denton  (4,800) 
Municipal  System 

Dublin  (2,600) 
Municipal  System 


Rates : 

Residences,  $3.00  per  annum. 


Service  free 


Service  free 


Eagle  Pass  (6,300) 
Municipal  System 

El  Paso  (83,838*) 
Municipal  System 


Ennis    (7,224*) 
Municipal  System 
Rates : 

Residences,  $1.25  per  month 
Hotels  and  business  houses,  $1.50  per  month 
Discount  of  831/3%  for  prompt  payment 
City  employs  a  scavenger  to  handle  garbage  and"  night  soil 
scavenger  gets  no  fees  for  this  v.ork. 
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Fort  Worth  (109,000) 
Municipal  System 

Garbage  and  refuse  is  removed  by  a  contractor 

Rates  (per  month)  : 

Removal  of  night  soil,  75  cts.  weekly  service  by  city 

employe ;  wet  matter  not  to  exceed  50  cts.  per  barrel 

of  30  gallons 
Removal  of  stable  manure,  $1.00  per  load   (two  horse 

farm  wagon  load) 
Removal  of  dry  matter  not  to  exceed  25  cts.  per  barrel 

of  50  gallons 
Rates  for  sewerage  service  not  reported. 

« 

Gainesville  (7,700) 
New  Odorless  Sewerage  Company 

Rates  to  individuals : 

$2.50  to  $5.00  per  quarter,  depending  on  number  of  con- 
nections 
Rates  to  city : 

City  hall  and  fire  station,  free 
All  other  service  to  city  at  regular  rates 

Galveston  (42,000) 

Municipal  System 
Rates : 

Private  dwelling  houses  and  churches — 

First  closet $     .20 

Each  additional  closet 10 

Slop  hoppers  with  sewer,  each 25 

Boarding  houses — 

First  closet 40 

Each  additional  closet 25 

Slop  hoppers  with  sewer,  each So 

Hotels,  factories,  restaurants — 

First  closet 40 

Each  additional  closet 25 

Slop  hoppers,  each .35 
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Stores,  warehouses,  offices — 

First  closet 40 

Second  closet 25 

Each  additional  closet 25 

Slop  hoppers  and  sinks 35 

All  public  buildings — other  than  city  buildings,  public 
schools  and  engine  houses — 

For  first  closet 50 

For  all  additional  closets,  each 40 

Slop  hoppers  and  sinks 35 

Livery  stables — 

First  closet 50 

Second  closet 40 

Carrying  off  waste  water  and  urine  from  horses .'. 50 

Georgetown  (3,500) 
Georgetown  Sewer  Company 

Rates  to  individuals  (per  annum)  : 

Family  service $10.00 

Public  school  building " 24.00 

Rates  to  city:   free 

Gonzales  (5,000) 

Municipal  System 
Rates : 

Residence,  50  cts. 

Business,  $1.00 

Payable  in  advance,  fiscal  year  ending  February  1 

Greenville   (15,000) 

Municipal  System 
Rates  (per  annum)  : 
Residence,  $5.00 
Business,  $6.00 

Haskell  (5,000) 
Municipal  System 
Rates,  50  cts.  per  month 
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Hearne  (3,000) 
No  sewer  sj^tem 

Henrietta  (3,000) 
System  owned  by  private  parties ;  names  not  reported. 


HiLLSBORO  (6,952*) 
Municipal  System 


Service  free 


Honey  Grove  (3,000) 
Municipal  System 
Rates  (per  annum)  : 
Private  houses — 

Seven  fixtures,  consisting  of  closets,  tubs,  sinks  and 

lavatories    $12.00 

"Water  for  business  purposes — 

Water  closets,  for  stores,  restaurants,  barber  sbops, 
garages,  livery  stables,  clubs,  lodges,  bottling  works, 

or  places  of  business  or  amusement 12.00 

Urinal  basins  in  above  named  places 6.00 

Sink  for  bottling  works 6.00 

Soda  fountain,  waste  water 6.00 

Sink  in  restaurants 6.00 

Bath  tubs,  in  barber  shops  or  other  places  except  pri- 
vate residences,  each 6.00 

"Wash  stand,  in  barber  shops,  each 6.00 

Lavatory,  in  above  named  places 1,50 

"Wash  racks  in  livery  stables  for  washing  stock,  each .  .   12.00 
"Wash  drains  at  garages  or  other  places  where  vehicles 

are  washed,  each 25.00 

Waste  water 12.00 

Railway  depot,  one  closet 18.00 

Additional  fixtures  of  above  named  types  may  be  in- 
stalled in  any  of  the  above  named  places  of  business 
at  one-half  the'  annual  rate,  except  bath  tubs  in  bar- 
ber shops. 
Public  boarding  houses,  rooming  houses  and  hotels — 

Water  closet  12.00 
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Urinals   6„00 

Kitchen  sink 6.00 

Lavatory   3.00 

For  additional  fixtures,  each,  one-half  the  annual  rate. 
Private  boarding  and  rooming  houses — 

Where  the  plumbing  fixtures  therein  are  not  placed 
for  the  use  of  the  roomers  and  boarders  the  rate  is 
as  follows:     1  bath  tub,  1  closet,  1  lavatory  and  1 

kitchen  sink,  four  pieces  or  fixtures $12.00 

Otherwise    $3.00    is    added    to    lavatory    in    rooming 
houses,    and    $3.00    for   kitchen    sink    in    boarding 
houses. 
Each  additional  closet,  sink,  bath  tub  or  lavatory.  .  .     1.50 
All  sewer  charges  as  above  specified  and  enumerated 
are  payable  semi-annually  on  July  1st  and  January 
1st,  in  advance,  at  the  City  Hall,  and  in  the  event  of 
any  person,  firm  or  corporation  having  such  sewer  con- 
tion  with  the  city 's  mains  and  pipes  failing  or  refusing 
to  pay  such  charges  within  30  days  after  the  above 
dates  the  connection  with  the  city's  sewer  mains  and 
pipes  are  to  be  discontinued  until  all  amounts  due  for 
sewer  charges  have  been  paid,  including  penalty  for 
disconnection   and   restoring   such    sewer   connection. 
Places   not   enumerated   above   are   each   charged   from 
$3.00  to  $12.00  per  annum,  per  fixture,  according  to 
service  involved,  said  charges  being  determined  by  the 
Board  of  Commissioners. 


Service  free 


Service  free 


Service  free 


Houston   (138,076*) 
Municipal  System 

HUNTSVILLE     (3,000) 

Municipal  System 


Jacksonville  (3,723*) 
Municipal  System 
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Jefferson   (3,000) 
Jefferson  Sanitary  Sewer  Company. 
Bates : 

^'Charges  based  on  connections  and  size  of  buildings." 

KiNGSVILLE    (6,000) 

Municipal  System 
llates  (per  annum)  : 

Residences,  less  than  10  rooms $  6.00 

Residences,  10  to  25  rooms 6.50 

Business   houses    (according   to    number   of   employes) 

6.00  to  7.50 

Hotels    and    boarding    houses  (according  to  number  of 
rooms) 6.00  to   18.00 

Lampasas   (3,000) 
No  sewer  service 

Laredo  (22,710*) 
■"Sanitary  sewer  bond  election  called  on  29th  of  March,  1919." 


~  LOCKHART    (5,000) 

Municipal  System 
Service  free 

LoNGViEW  (5,713*) 
Municipal  System 
Rates : 

Residences,  5  rooms  or  less,  minimum $  1.00 

Residences,  5  rooms  or  less,  all  fixtures  desired 1.25 

Residences,  over  5  rooms,  minimum 1.25 

Residences,  over  5  rooms,  all  fixtures  desired 1.50 

Business  houses,  closets  only,  for  one 1.25 

Business  houses,  any  number  of  fixtures 1.50 

LuFKiN  (4,878*) 
Lufkin  Sanitary  Sewer  Corporation 
Rates : 

Water  closets,  each — 
In  private  residences $     .90 
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In  offices  and  stores 1.00 

In  restaurants,  hotels,  boarding  houses  of  14  rooms  or 

under,  barber  shops  and  livery  stables 1.20 

In  hotels  and  boarding  houses  of  over  14  rooms.  . .  .      1.50 
In  public  buildings 1.75 

Urinal  basins,  each — 

In  private  residences 25 

In  offices,  stores,  restaurants,  hotels  of  14  rooms  or 

under,  barber  shops  and  livery  stables 50 

In  hotels  of  over  14  rooms  and  public  buildings 75 

Sinks,  each — 

In  private  residences 25 

In  offices  and  stores 25 

In  restaurants,  hotels,  and  livery  stables 50 

Bath  tubs,  each — 

In   private   residences 20 

Barber  shops 50 

In  all  other  buildings 25 

Lavatories,  each — 

In  private  residences 10 

In   barber  shops 50 


Marlin   (5,500) 
Municipal  System 


Service  free 


Marshall   (14.271*) 
^Municipal  System 
Rates : 

"Twenty-five  cents  for  5,000  gallons  of  water  used,  or 
less,  as  shown  by  the  meter  and  25  cts.  for  each  addi- 
tional 5,000  gallons." 

Mart  (4,000) 
Mart  Sewer  Company 
Rates : 

Residences     ; .  .  $  1.50 

Business    houses 2.00 

"Hotels,  depot,  school,  Y.M.C.A.,  are  special  and  run  as 
high  as  $10.00  for  the  schools." 
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MoKiNNEY    (6,677*) 
McKinney  Sewerage  Company 

Rates  to  individuals   (per  annum)  : 

1  toilet  and  bath,  per  month |  l.OO 

Barber  shop,  three  chairs 6.00 

Barber  shop,  each  additional  chair l.OO 

Bath  tub  in  barber  shop 3.00 

Closet  in  barber  shop 10.00 

Closet   in   store 8.00 

Closet   in   office 8.00 

Urinal    basin 4.00 

Closet  in  restaurant 10.00 

Closet  in  livery  stable , 10.00 

Wash  rack  in  livery  stable 12.00 

Boarding  houses  and  hotels  of  14  rooms  and  under — 

Water  closets,   each 12.00 

Urinals,  each 5.00 

Sinks,    each 4.00 

Hotels  and  public  buildings,  over  14  rooms — 

Water  closets,  each 15.00 

Urinals,   each 5.00 

Sinks,  each 4.00 

Private  house — 

Closet     8.00 

Bath    tub 2.00 

Sink   2.00 

Laundries  and  bottling  works 10.00 

Public  schools,  per  500  children 50.00 

Rates  to  city :    not  reported. 

Merkel   (2,000) 
No  report 

Mexia   (4,300) 
Mexia  Sewer  Company 
Rates : 

$10.00  to  $21.00  per  annum. 

Midland  (2,500) 
Kg  sewer  system 
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Mineral  Wells  (10,000) 
Municipal  System 
Rates : 

25  cts.  for  first  connection 

10  cts.  for  each  additional  connection 

Mt.  Pleasant   (4,000) 
Municipal  System 
Rates: 

$5.00  per  tap  and  50  cts.  per  month  sewer  rental 

Nacogdoches  (6,000) 
Municipal  System 
Rates  (per  quarter)  : 

Residence   connections $  3.00 

Business   connections 4.50 

Nacogdoches  correspondent  reports:     "Ten    miles    of 
sewer  and  Imhoff  tank  system." 

Navasota  (5,060*) 
Municipal  System 
Rates    (per    annum)  : 

Municipal,  school  and  church  buildings,  each $  3.00 

Residences — 

Having   one  fixture 9.00 

Having  more  than  one  fixture •. .   18.00 

Stores  arui  offices — 

Having  water  closets,  each 18.00 

Having  urinals,   sinks,   lavatories   and   wash    basins, 

each    3.00 

Boarding  houses,  restaurants  and  cafes — 

Having  water  closets,  each 15.00 

Urinals,  sinks,  lavatories  and  wash  basins,  each ......     4.00 

Bath  tubs,   each 5.00 

Barber  shops — 

Having  water  closets,  each 15.00 

Having   urinals,    sinks,   lavatories   and    wash    basins, 

each    4.00 

Having  bath  tubs,  for  each 5.00 
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Eailroad  stations,  hotels,  shops,  garages  and  other  build- 
ings, factories,  gins,  mills,  laundries,  livery  stables 
and  others  not  specially  classed special 

Rates  payable  quarterly  in  advance 

New  Braunfels  (4,000) 
No  sewer  system 

Orange  (9,212*) 

Orange  Sewer  Company  (E,  W.  Brown,  Owner) 
Hates : 

Water  closets,  each  in — 
Private  houses: 

First   closet '. $       .90 

Each    additional " 60 

Offices  and  stores 1.00 

Restaurants,  hotels  and  boarding  houses  of  14  rooms 

and  under,  barber  shops  and  livery  stables 1.20 

Hotels  and  boarding  houses  of  15  rooms  and  over.  . . .     1..50 

Public   buildings l.'^'S 

Urinal  basins,  each  in — 

Private  houses 25 

Offices,  stores,  restaurants,  hotels  of  under  14  rooms, 

barber  shops  and  livery  stables 50 

Hotels  of  15  rooms  and  public  buildings 75 

'        Manufacturers,  natatoriums,  shops,  etc.,  special  rates 
on  all  fixtures 
Sinks,  each  in — 

Private    houses 25 

Offices  and  stores 25 

Restaurants,  hotels,  livery  stables 50 

Bath  tu])s,  each  in — 

Private   houses 20 

Barber  shops 50 

All  other  buildings 25 

Lavatories,  each  in — 

Private  houses 10 

Barber  shops 50 

All  other  buildings 25 


68  UnivBTsity  of  Texas  Bulletin 

Buggy  washing  racks — 

Private  houses 50 

Livery   stable 1.50 

Bath,  sink,  and  lavatory — 

Private  houses,  all  three 35 

Eates  payable  quarterly  in  advance, 

Palestine    (12,000) 
Palestine  Sewer  Sj^stem 
Rates : 

"Water  closets,  each $     ,75 

Sinks,  each .25 

Additional  fixtures,  each 10 


Paris    (14,000) 
Municipal  System 


Service  free 


Plainview   (5,000) 
Municipal  System 
Eates : 

Private  residence $     .50 

Business  concerns,  50  cents  to  $1.50,  according  to  the 
kind  of  business  and  number  of  people  employed. 

Port  Arthur  (22,241*) 
Municipal  System 
Rates : 

Private  residences — 

First  water  closet $     .75 

All  others,  each 25 

Baths 25 

Wash  bowls  and  urinals,  each 10 

Sinks  and  ice  boxes free 

2  private  families  using  1  closet 1.25 

2  private  families  using  1  basin 25 

2  private  families  using  1  bath 40 

3  privat-e  families  using  1  closet 1.50 

3  private  families  using  1  basin .       .35 
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3  private  families  using  1  bath 50 

Rooming  or  boarding  houses- 
First  water  closet 1.25 

All  others,  each 75 

Baths,  each 50 

Wash  bowls,  and  urinals,  each 15 

Sinks  and  ice  boxes free 

Hotels  and  restaurants — 

First  two  water  closets,  each 1.50 

Two  or  more,  each 75 

All  others 25 

First  three  baths,  each 50 

All  others .10 

First  three  wash  bowls  and  urinals. 25 

All  others,  each 10 

Sinks  and  ice  boxes free 

Depots,  etc. — 

First  three  water  closets,  each 2.00 

All  others,  each 1.50 

Baths  and  urinals,  each 50 

Wash  bowls,  each 25 

Sinks  and  ice  boxes .> free 

Warehouses,  machine  shops,  etc. — 

First  water  closet 1.50 

All  others,  each 1.00 

Baths 50 

Wash  bowls  and  urinals,  each 25 

Sinks  and  ice  boxes free 

Livery  stables — 

First  water  closet • 1.50 

All  others,  each 1.00 

Wash  racks,  etc 1.50 

Barber  shops — 

First   closet 1.50 

All  others,  each 1.00 

Baths,   each 75 

Wash  bowls  and  urinals,  each 25 

Sinks  and  ice  boxes free 
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Laimdries  and  bottling  works — 

First  water  closet 1.50 

All  others,  each 75 

Wash  bowls  and  urinals 25 

Sinks  and  ice  boxes free 

Public  lialls,  stores  and  office  buildings — 

Each  separate  store  or  place  of  business  in  building 
using  fixtures : 

Water  closets,  each 1.00 

Wash  bowls  and  urinals,  each 25 

Sinks  and  ice  boxes free 

Entire    buildings special 

School  buildings — 

Each  50  children 1.00 

Factories  and  natatoriums — 

Water  closets,  bath,  urinals,  sinks  and  drain  pipes,  .special 

QUANAH    (4,000) 
Municipal  System 
Rates : 

Residences $  l.Oa 

Business  houses 1.50 

Rockdale  (4,000) 

Municipal  System 
Rates  (per  annum)  : 

Stores,  offices,  restaurants,  clubs  and  barber  shops — 

Water  closets  for  stores. $10.00 

Each  additional  water  closet  for  stores 5.00 

Urinal  basins  for  stores,  each 3.00 

Sinks  for  washing  bottles,  each 3.00 

Waste  water  from  soda  fountains,  each 4.00 

Wash  basins  for  stores,  each '. 2.00 

Additional  wash  basins  for  stores,  each 1.00 

Water  closets  for  offices,  each 6.00 

Water  closets  in  restaurants,  each 10.00 

T^inal  basins  in  restaurants,  each 3.00 

Sinks  in  restaurants,  each 6.00 

Water  closets  in  clubs,  each 10.00 


Public  Service  Bates  in  Texas  Cities  71 

Urinal  basins  in  clubs,  each 6.00 

Sinks  in  clubs,  each 10.00 

Barber  shops,  one  chair 1.00 

Barber  shops,  two  chairs 2.00 

Barber  shops,  three  chairs 3.00 

Barber  shops,  for  each  additional  chair  over  three.  .  .75 

Water  closets  in  barber  shops,  each 6.00 

Urinals  in  barber  shops,  each 3.00 

Hotels^ 

One  water  closet 10.00 

Each  additional  water  closet 5.00 

Urinal  basins,  each 3.00 

Sinks,  each 6.00 

Bath  tubs,  each 2.00 

Private  houses — 

Water  closets,  each 4.00 

Sinks,  each 2.00 

Bath  tubs,  each 2.00 

Lavatories 2.00 

All  sewerage 8.00 

Depots,  each,  all  connections 20.00 

Water  closets  in  livery  stables,  each 10.00 

Wash  racks  in  livery  stables,  each 12.00 

All  sewerage  rates  to  be  paid  quarterly  in  advance  on 
the  first  daj^s  of  January,  April,  July  and 
October. 

Sax  Angelo  (16,000)  t 
San   Angelo   Sewer  Company 
Rates    (por  annum): 
Stores  and  offices — 

Water  closets,   each $12.00 

Urinal   basins,   each 6.00 

Sinks,     each 2.40 

Restaurants  and  chop  houses — 

Water  closets,   each 12.00 

Urinals,  each ,.  .  .  6.00 

Sinks special 


^See  "Addeiula",  p.  189.  for  changes  and  additions. 
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Barber  shops  — 

Water  closets,  each 12.00 

Urinal   basins,   each 6.00 

Bath  tubs,  each 3.00 

X/ivery  stables  and  factories — 

Same  as  the  above,  except  attachments  for  drain  and 

waste  water 12.00 

Boarding  houses,  hotels  (14  rooms  and  under)  — 

Water  closets 15.00 

Urinal  basins 7.50 

Sinks 6.00 

Boarding  houses,  hotels  (over  14  rooms)  — 

Water  closets 20.00 

Urinal  basins 10.00 

Sinks    6.00 

Baths,    each 2.50 

Private  houses — 

Water  closets,   each ' 12.00 

Baths,    each. 2.00 

Sinks,  each 2.00 

Lavatories,    each 2.00 

All   of  above 15.00 

Bath  houses — 

Water  closets,  urinals  and  sinks,  same  rate  as  stores 

and  offices 

Attachments  for  bath  tubs,  each 3.00 

Sinks  for  waste  water  in  drug  stores  and  soda  foun- 
tains,   each , 6.00 

San  Antonio  (161,308*) 
Municipal  System 
Service  free 

Our  correspondent  writes:  "The  sewer  service  for  the 
entire  city  is  free.  There  is  no  connection  charge 
other  than  inspection  fees  charged  for  connection  to 
such  lines. 
"We  have  a  number  of  lines  designated  as  private  sew- 
ers, which  were  constructed  by  private  individuals,  on 
which  they  are  allowed  to  charge  a  connection  fee  of 
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$10.00  to  $35.00  according  to  the  cost  of  the  sewer  and 
the  number  of  services  which  might  be  available  to 
their  lines,  but  when  the  builder  of  this  sewer  has    ' 
received  the  actual  cost  of  the  sewer  it  then  becomes 
a  part  of  the  general  sewer  system  and  no  further 
charges  are  made." 

San  Marcos  (6,000) 
Sewer  Company  of  San  Marcos 

Rates  to  individuals: 

Business  houses — 

First    closet $  1.00 

Each  additional  closet 75 

Each   urinal 35 

First  lavatory 35 

Each  additional  lavatory 25 

Barber  shops — 

Closets  and  urinals,  same  as  rates  for  business  houses 

Each  bath  tub 50 

Each   lavatory 50 

Minimum  rate  of  $1.00  per  month  on  business  houses 
and  barber  shops,  with  the  further  provision  that 
where  on  sanitary  sewers  more  than  one  building  (ex- 
cept adjoining  building)  is  occupied  by  same  firm, 
person  or  company  there  shall  be  a  further  charge  of 
50  cts.,  in  addition  to  the  regular  charge,  for  each 
additional  building  served,  also  a  charge  of  25  cts. 
per  month  per  building  where  sewer  connection  is 
left  open  while  building  is  unoccupied. 

Hotels,  boarding  houses,  or  rooming  houses — 

Houses  of  6  rooms  and  under 1.50 

Houses  of  7  to  10  rooms,  inclusive 2.00 

Houses  of  11  to  15  rooms,  inclusive 2.50 

Each  additional  5  rooms  or  part  thereof 50 

"Private  residences  (5  rooms  or  less)-: 

1  fixture 75 

2  fixtures 1.00 

3  fixtures 1.25 

4  fixtures 1.50 


74  University  of  Texas  Bulletin 

Houses  with  6  to  9  rooms,  inclusive — 

.    1  fixture 1.00 

2  fixtures 1.25 

3  fixtures 1.50 

4  fixtures  or  over,  maximum  charge 1.75 

Houses  with  10  to  12  rooms,  inclusive — 

1  fixture 1.25 

2  fixtures 1.50 

3  fixtures 1.75 

4  fixtures  or  over,  maximum  charge 2.00 

Houses  with  13  rooms  and  over — 

1  fixture 1.50 

2  fixtures 1.75 

3  fixtures 2.00 

4  fixtures  or  over,  maximum  charge 2.25 

All  rooms  to  be  taken  into  count  (in  calculating  rate 
where  same  is  based  on  number  of  rooms)  except  the 
following:"  clothes  closets,  bath  rooms,  halls  that  are 
used  for  passage-way  or  directly  connected  with  a 
stairway  and  not  used  as  bed  rooms 

Schools   (per  annum)  : 

Based  on  total  enrollment  of  pupils,  teachers,  and 
others  connected  with  the  institution  during  the 
year,  as  determined  by  the  enrollment  on  the  first 
of  each  November,  which  is  taken  as  showing  the  fair 
average  of  attendance 

Day  schools —  ; 

Firet  100  pupils  at  35  cts.  each  or  $35.00 

Next  100  pupils  at  30  cts.  each  or     30.00 

Next  100  pupils  at  25  cts.  each  or     25.00 

All  over       300  pupils  at  20  cts.  each  or     20.00  per  100 

Boarding  schools — 

First              50  pupils  at  $1.50  each  or  $75.00 

Next           '  50  pupils  at  1.00  each  or     50.00 

Next              50  pupils  at  .50  each  or     25.00 

All  over       150  pupils  at  .25  each 

Rates  to  city:    not  reported 
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Seguin    (5,000) 
]^Iunicipal  System 
Rates : 

Each  dwelling,  store,  cr  office  not  exceeding  four  fixtures 

(closet,  bath  tub,  wash  basin,  and  kitchen  sink) 50  cts. 

Each  additional  fixture 10  cts. 

Seymour  (3,000) 
Municipal  System 

Rates  (per-  annum)  : 

Single  closet  in  any  private  dwelling  on  any  single  fix- 
ture   $  8.00 

Each  additional  fixture 1.00 

Single  closet  in  hotel,  boarding  houses  and  restaurants.  .  15.00 

Each  additional  fixture 2.00 

Single  closet  or  any  other  single  fixture  in  any  store,  office,. 

business  premises  and  club  rooms 12.00 

Each  additional  closet  therein 5.00 

Each  additional  urinal  basin  therein 3.00 

Each  additional  bath  tub  therein 3.00 

Each  additional  wash  basin  therein 3.00 

Each  additional  sink  therein 3.00 

Each  additional  laundry  fixture 8.00 

Each  additional  floor  drain  therein 8.00 

Each  additional  drain  for  washing  vehicles  and  horses 

or  harness  or  automobile 10.00 

Each  single  connection  in  a  boarding  school 10.00 

Each  additional  fixture  therein 1.50 

Each  single  connection  in  a  day  school 10.00 

Each  additional  fixture  therein 3.00 

Each  single  connection  in  a  church 8.00 

Each  additional  fixture  therein 1.00 

Payable  quarterly  in  advance 
i. 

Sherm.vn  (15,031*) 
•  Municipal  System 
Service  free 
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Smithville  (4,000) 
Smithville  Sewer  Company- 
Rates  to  individuals: 

Residences   (minimum)   per  connection $  1.00 

Rates  to  city:   same 

Snyder  (3,500) 

Municipal  System 

Rates  (per  annum)  : 

INIinimum  per  month $  1.00 

Business,  first  fixture ". 6.00 

All  over  first  fixture 1.50 

Stamford    (3,004*) 

Stamford  Sewerage  Company 

Rates  to  individuals :  ■ 

$1.25  per  month 
Riates  to  city:    free,  under  franchise 

Stephenville  (3,000) 
Municipal  System 
Rates:   25  cts.  per  month 

Sulphur  Springs  (5,558*) 
Municipal  System 
Rates : 

50  cts.  per  connection  less  10%   discount  if  paid  on  or 
before  5th  of  month. 

Sweetwater  (7,500) 

Municipal  System 
Rates : 

Private  residences $     -50 

Business   house,  factory   or   establishment,    employing 

five  persons   or  less 50 

Business    house,    factory    or    establishment   employing 
more  than  five  and  not  more  than  twenty 75 
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Business  house,    factory    or   establishment    employing 

more  than  twenty  persons 1.00 

Rooming  house,  hotel   or  boarding   house   having   less 

than  10  rooms 75 

Rooming     house,     hotel    or    boarding    house    having 

10  rooms  and  not  more  than  25  rooms 1.5G 

Rooming  house,  hotel  or  boarding  house  having  more 

than  25  rooms 1.50 

Office  building  having  ten  rooms  or  less  for  offices 75 

Office  building  having  more  than  10  rooms  for  offices.  .     1.50 

Laundry 1.50 

Livery  stable 1.00 

Business  house  or  establishment  using  a  soda  founta'in  .75 
Restaurant  or  cafe,  whether  connected  with  a  rooming 

house  or  not 1.00 

Railroad  depot.  .  .  . ' 1.50 

Barber  shop  with  five  chairs  or  less  and  without  bath 

tubs 75 

Barber  shop  having  more  than  five  chairs  with  no  bath 

tubs 1.00 

Bath  tubs  in  barber  shops 10 

Bath  house  with  five  tubs  or  less 75 

Bath  houses,  additional  tubs 10 

Opera  house,  lodge  room,  public  hall,  or  show  building 

of  any  kind 1.00 

If  bills  are  not  paid  by  11th  of  each  month,  service  is 

discontinued. 

Taylor  (12,000) 
Taylor  Sanitary  Company 

Rates  (per  quarter)  : 

AVater  closets  for  stores,  each $  3.75 

Additional  closets  for  stores,  each 1.50 

Urinal  basins  for  stores. 1.00 

Sinks  for  washing  bottles 1.50 

Waste  water  from  soda  fountains,  each 1.50 

Wash  basins  for  stores,  each 75 

Offices — 

Water  closets  for  offices,  special  rates  not  to  exceed.  .  3.00 
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Restaurants — 

Water  closets  for  restaurants,  each 3.75 

Urinal  basins  in  restaurants,  each 1.50 

Sinks  in  restaurants,  each 4.50 

Water  closets  in  club,  each 5.00 

Urinal  basins  in  club,  each 1 .75 

Sinks  in  club,  each 4.75 

Barber  shops — 

Barber  shops,  one  chair 1.00 

Barber  shops,  two  chairs 2.00 

Barber  shops,  three  chairs 2.50 

Barber  shops,  each  additional  chair  over  three 25 

Barber  shops,  one  bath  tub 1.25 

Barber  shops,  each  additional  bath  tub 75 

Water  closets  in  barber  shops,  each 3.00 

Urinal  basins  in  barber  shops,  each 1.50 

Boarding  houses — • 

Water  closet 3.00 

Each  additional  water  closet 1.50 

Urinal  basins,  each 1.50 

Sinks,*  each 1.50 

Bath  tub,  one 1.00 

Each  additional  bath  tub 75 

Hotels- 
Water  closet. 3.75 

Each  additional  water  closet 1.50 

Urinal  basins,  each 1.75 

Sinks,  each 2.50 

Bath  tubs,  each 1.00 

Private  houses — . . 

Water  closets,  each 2.25 

Sinks,  each 75 

Bath  tubs,  each 75 

For  all  connections,  houses  of  4  rooms  or  less 3.00 

For  all  connections,  houses  of  5  rooms 3.35 

For  water  closet,  bath  tub  and  kitchen  sink  in  houses 

exceeding  five  rooms 3.75 

Each  additional  water  closet 75 
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Each  additional  bath  tub 50 

For  all  eouuections  desired  in  houses  of  over  five 
rooms. 5.00 

Depots — 

Depots,  each 24.00 

Laundries — 

Waste  water,  each.  .  .  21.00 

Water  closets,  in  laundry,  each     3.75 

Livery  stables — 

Wash  racks,  each 5.00 

Water  closets,  each 3.75 

Public   water   closets — 

Each  $3.75  and  up.  All  closets  used  by  two  or  more 
business  houses  or  families  are  charged  for  at  same 
rate  as  if  each  had  separate  fixtures. 

All  rentals  payable  quarterly  in  advance 

Teague   (4,000) 
Philp,  Boyd  and  Company 

Rates  to  individuals  (per  annum)  : 

Private  residences $12.00 

Rates  to  city :   free 

Temple  (11,033*) 
^lunieipal  System 
Rates  to  individuals : 
$2.25  per  quarter,  * '  AVhere  there  arc  more  than  a  certain 
number  of  fixtures,  rate  is  made  op  basis  of  fixtures." 
Discount  of  30%  if  paid  on  or  before  20th  of  first  month 
of  each  quarter 

Rates  to  city:    free 

Terrell   (8,000) 
Terrell  Sewerage  Company 

Rates  (per  annum)  : 

Toilets- 
Residence  $  ^-^^0 

Offices f!.W 
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Restaurants^  barber  shops  and  livery  stables 10.00 

Bath  tubs — 

Residences 2.00 

Lavatories 2.00 

Sinks,  according  to  location 2.00  to  4.00 

Urinals,  according  to  location 5.00  to  6.00 

''Various  services  special,  according  to  conditions  and 
service  demand  on  lines  or  liquids  to  be  disposed  of: 
such  as  Avash  racks,  laundry  waste,  etc.  No  provision 
is  made  for  permitting  storm  water  to  enter  lines." 

Texarkana  (11,480*) 
Municipal  System 
Service  free 

Tyler    (13,000) 
Tyler  Sewerage  Company 
Rates : 

80  cts.  for  residences  and  stores.  Payable  quarterly  in 
advance 

Uvalde    (4,000) 
Municipal  System 
Service  free 

Vernon   (6,000) 
Municipal  System 
Rates:    50  cts.  per  month 

Victoria  (8,000) 
Municipal  System 
Rates  (per  quarter)  : 

Bath,  15  cts. ;  closet,  25  cts. ;  lavatory,  15  cts. ;  sink,  25 
•  cts. ;  public  toilet,  50  cts. 

Waco  (40,000) 
Municipal  System 
Service  free 

W.UXAHACHIE    (7,958*) 

Municipal  System 
Service  free 
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Weatherford  (6,000) 
Municipal  System 

Rates  to  individuals  (per  annum)  : 
Residences — 

First   connection $  3.00 

Each  additional  connection 50 

Business  houses — 

First    connection 6.00 

Each  additional  connection 1.00  to  12.00 

Over  12  connections,  each  additional 50 

Rates  to  city :   free 

WlIITEWRIGHT    (2,000) 
Municipal  System 
Rates : 

Residences $  1.00 

Stores  and  offices 1.25 

Garages 2.00 

Drug  stores  with  fountains 1.75 

Wichita  Falls  (40,079*) 
Municipal  System 
Rates  (per  annum)  : 

Residences $6.00  and  up 

Hotels 9.00  and  up 

Yoakum    (5,500) 
Municipal  System 
Rates  (per  annum)  : 
Re.sidences — 

Toilets $  3.00 

Lavatory 40 

Tub 1.00 

Sinks 1.00 

Business  houses — 

Toilets 8.00 


ELECTRIC  LIGHT  AND  POWER 

(See  explanations,  page  3) 

Abilene  (10,274*) 
Abilene  Gas  and  Electric  Company 

» 

Rates  to  individuals: 

Light,  15  cts.  to  5  cts.  per  kwh. 

Power,  8  cts.  to  5  cts.  per  kwh. 

Power,  6  cts.  to  1  ct.     per  kwh.  excess  of  40  h.  p.  connected 
Rates  to  city:    same 

Alice.   (3,500) 
Alice  Electric  and  Ice  Company 
Rates : 
Light— 

Metered  service 

First        10  kwh.  17^2     cts.  per  kwh. 
Next         15  kwh.  14         cts.  per  kwh. 
All  over  25  kwh.  12         cts.  per  kwh. 
Minimum,  $1.25  per  month 
Flat  rate 

1  25-watt  lamp  65  cts.  per  month 
Power — 

Special  contracts ;  all  other  rates  special ;  upon  contract  only 

Amarillo    (15,494*) 

City  Light  and  Water  Company 
Rates : 
Light- 
Straight  rate,  10  cts.  per  kwh. 

Readiness  to  serve  rate;  a  fixed  monthly  demand  charge  of 
15  cts.  per  each  50  watt  equivalent  demand,  plus  75  cts. 
customer  charge,  plus  5  cts.  per  kwh.  of  current  consumed 
Minimum  demand  of  5  e.quivalent 
Minimum  charge 

Straight  rate :  $1.00  per  month 

Readiness  to  serve  rate:     the  amount  of  fixed  monthly 
demand  and  customer  charges. 


Public  Service  Rates  in  Texas  Cities  83 

Power — 

Straight  rate :  6  ets.  per  kwh. 
Readiness  to  serve  rate :  a  fixed  montlily  demand  charge  of  $1 
and  121/2  cts.  per  each  h.  p.  demand,  plus  75  cts.  customer 
charge,  plus  3  cts.  per  kwh.  of  current  consumed  during 
the  month  on  "Off  Peak  Schedule."  If  power  is  taken 
on  "On  Peak  Schedule"  a  fixed  monthly  demand  charge 
of  $2.25  per  h.  p.  demand,  plus  75  cts.  customer  charge, 
plus  3  cts,  per  kwh.  of  current  consumed,  all  less  10  % 
if  paid  on  or  before  discount  date  shown  on  statement 
Minimum  charge 

Straight  rate :   $1.50  per  month 

Readiness  to  serve  rate :  the  amount  of  fixed  monthly 
demand  and  customer  charges,  less  10%  discount  if 
paid  on  or  before  discount  date  shown  on  statement  of 
service  rendered  ' 

Additional  charge — 

1  ct.  per  kwh.  applicable  to  all  lighting  and  straight  rate 
power  service  bills  may  be  made  and  collected  against 
each  customer  who  fails  to  pay  his  bill  within  10  days 
after  the  maturity  thereof 

Athens   (5,000) 
Athens  Electric  Light  and  Power  Company 

Rates  to  individuals: 

Light,  18  cts.  and  10  cts.  per  kwh. ;  minimum  $1.50 

Power,  6  cts.  and  4  cts.  per  kwh. 

Commercial  rate,  15  cts.  and  8  cts.  per  kwh. 
Rates  to  city : 

Light,  18  (100-c.p.)  lights;  each  $2.50 

Austin  (34,876*) 
Municipal  Plant 

Rates : 

Light —  5  kwh.  (minimum)  50  cts. 

First  100  kwh.  10  cts.  per  kwh. 

Next  100  kwh.  8   cts.  per  kwh. 

Next  200  kwh.  7   cts.  per  kwh. 

Next  300  kwh.  6   cts.  per  kwh. 
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Next  1,000  kwh.  5  cts.  per  kwh. 

Next  1,300  kwh.  4  cts.  per  kwh. 

All  over  3,000  kwh.  3  cts.  per  kwh. 
Power — 12^2  kwh.    (minimum)  $1.00 

First  100  kwh.  8  cts.  per  kwh. 

Next  200  kwh.  6  cts.  per  kwh. 

Next  300  kwh.  5  cts.  per  kwh. 

Next  1,400  kwh.  4  cts.  per  kwh. 

All  over  2,000  kwh.  3  cts.  per  kwh. 

Ballinger  (2,767*) 

Bellinger  Light,  Power  and  Ice  Company 
Rates : 

Light.  15  cts.  per  kwh.  ($1.50  minimum) 
Power,  10  cts.  to  5  cts.  per  kwh. 

Bay  City   (3,200) 
Texas  Public  Service  Company- 
Rates  to  individuals : 

Light,  18%  cts.  per  kwh. 
Rates  to  city: 
Light- 
Street  lights,  $1.50  each 
'       Are  lights,  $4.50  each 

Beaumont  (40,422*) 
Beaumont  Electric  Light  and  Power  Company- 
Rates  to  individuals : 
Light- 
Rate  ''A",  metered  service,  for  all  lighting  purposes,  heat- 
ing apparatus,  appliances,  portable  and  ceiling  fans,  and 
motors  of  one  h.  p.  or  less 
First  20  kwh.  12  cts.  per  kwh. 

Next  180  kwh.     8  cts.  per  kwh. 

Next  1,800  kwh.  6  cts.  per  kwh. 
All  over  2,000  kwh.  3  cts.  per  kwh. 
Discount  of  5%  for  payment  within  ten  days 
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Minimum  charge,  50  cts.  net  per  month 
Rate  "B",  metered  service,  for  inside  maintenance  contract 


lighting 
First 
Next 
Next 


20  kwh.  12  cts.  per  kvvh. 
180  kwh.     8  cts.  per  kwh. 
1,800  kwh.     6  cts.  per  kwh. 
All  over  2,000  kwh.     3  cts.  per  kwh. 
Plus  a  maintenance  charge  of 
100  watt  type  "C"  unit,  20  cts.  per  month 
C"  unit,  30  cts.  per  month 
"C"  unit,  35  cts.  per  mouth 
'C"  unit,  50  cts.  per  month 
'C"  unit,  75  cts.  per  month 
'C"  unit,  90  cts.  per  month 
5%  discount  for  payment  within  10  days 
]\Iinimum  charge,  50  cts.  net,  per  month 
Rate  "C",  fiat  rate  for  signs,  show  windows, 
lighting,  service  supplied  from  dusk  to  11  p.  m 
mately  1,800  hours  yearly. 


200  watt  type 
300  watt  type 
500  watt  type 
750  w'att  type 
1,000  w^att  type 


Type  of  Lamp 


Watts  per 
Lamp 


2      c.p.     11  volt  Mazda  sign  2.5 

3.7  c.p.     11  volt  :Mazda  sign  5 

5      c.p.  110  volt  Mazda  sign  7.5 

7.5  c.p.  110  volt  Mazda  sign  10 

Mazda  B  25 

Mazda  B  -^0 

]^razda  C  6<^ 

Mazda  C  '-^ 

Mazda  C  100 

Mazda  C  -00 

Mazda  C  :^00 

Mazda  C  400 

Mazda  C  500 

Mazda  C  750 

ilazda  C  1.000 
Quantity  discount — 

First  $25.00  of  monthly  bill,  not 


per  unit 
per  unit 
per  unit 
per  unit 
per  unit 
per  unit 


decorative 
..  approxi- 

Rate  per 
Lamp  per 
Month 
$     .07 
.08 
.11 
.13 
.30 
.'30 
.75 
.85 
1.10 
2.15 
3.20 
4.25 
5.30 
7.75 
10.00 
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Next  $25.00  of  monthly  bill,  10  % 
Next,  and  over  $50.00  of  monthly  bill,  20% 
Discount  of  5%  for  payment  Avithin  10  days 
Minimum  charge,  $2.50  net,  per  month 
Term  of  contract,  one  year  or  more 
Power  Rate  "D",  metered  service,  for  electrolitic  processes, 
commercial  refrigeration  and  heating  apparatus,  when  ca- 
pacity is  equivalent  to  one  h.p.  or  more,  and  electi'ic  motors 
and  ceiling  fans 

First  200  kwh.  6  cts.  per  kwh. 

Next  800  kwh.  4  cts.  per  kwh. 

Next  6,500  kwh.  3  cts.  per  kwh. 

All  over  7,500  kwh.  2  cts.  per  kwh. 
Discount  of  5%  on  first  $25.00  or  less  of  monthly  bill  and 

1%  on  excess  for  payment  within  10  days 
Minimum  charge,  $1.00  net  per  month  per  kw.  of  demand 
Term  of  contract,  one  year  or  more 
Wholesale  Rate  "E",  metered  service,   for  electric  motors, 
electrolitic  processes,  commercial  refrigeration,  and  heating 
apparatus 
A  demand  charge  of 

First  10  kw.  of  demand  or  less  $30.00  per  month 

Next  30  kw.  of  demand,  per  kw.    2.00  per  month 

Next        160  kw.  of  demand,  per  kw.    1.50  per  month 
Excess     200  kw.  of  demand,  per  kw.    1.25  per  month 
Plus  an  energy  charge  of 

First  2,000  kwh.  3  cts.  per  kwh. 

Next  3,000  kwh.  2  cts.  per  kwh. 

Next  35,000  kwh.  1  ct.  per  kwh. 
Excess  40,000  kwh.  8  cts.  per  kwh. 
Discount  of  5%  on  first  $25.00  or  less  of  monthly  bill  and 

1%  on  excess  for  payment  within  10  days 
Minimum  charge,  the  demand  charge  billed  net,  as  shown 

above 
Term  of  contract,  one  year  or  more 
Refrigeration   and   cooking   rate   "F",   metered   service,   for 
domestic  refrigeration  and  cooking,  requiring  the  installa- 
tion of  a  special  circuit 

First  50  kwh.  4  cts.  per  kwh. 
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Excess  3  ets.  per  kwh. 

Discount  of  5%  ou  first  $25.00  or  less  of  monthly  bill  and 
1%  on  excess  for  payment  within  10  days 

iMinimum  charge,  $2.50  net  per  month 

Term  of  contract,  one  year  or  more 
Battery  Charging-  Kate  "G"',  metered  service,  for  electricity 
for  the  charging  of  storage  batteries  when  used  during  the 
Company's  off-peak  periods 
Kate :     4^/2  *3ts.  per  kwh. 
Discount  of  5%  on  first  $25.00  or  less  of  monthly  bill  and 

1%  on  excess  for  payment  within  10  days 
Minimum  charge,  $2.50  net  per  month 
Term  of  contract,  one  year  or  more 

Kates  to  city : 

182  arcs,  $70.00  each  per  annum 
City  offices,  Rate  "A" 

BEEvn.LE   (5,000) 

Texas  Gas  and  Electric  Company 
Kates : 
Light- 
Minimum  8  kwh.  $1.25 
First  25  kwh.  15  cts.  per  kwh. 
Next  25  kwli.  1-4  cts.  per  kwh. 
Next  25  kwh.  13  cts.  per  kwh. 
Next  50  kwh.  12  cts.  per  kwh. 
Next  50  kwh.  11  cts.  per  kwh. 
Next  50  kwh.  10  cts,  per  kwh. 
Next  100  kwh.  9  cts.  per  kwh. 
Next  100  kwh.  8  cts.  per  kwh. 
Next  400  kwh.  7  cts.  per  kwh. 
All  over  825  kwh.  6  cts.  per  kwh. 

Power — 

First  50  kwh.  10  cts.  per  kwh. 

Next  50  kwh.  8  ets.  per  kwh. 

All  over  100  kwh.  6  cts,  per  kwh. 
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Belton  (7,320)  t 

1 

Texas  Power  and  Lig'ht  Company 

1 

Rates : 

Schedule  EL-3 :     for    Residence    Lighting    Sei 

vice 

in    ]\Iinor 

Towns  on  Transmission  System 

Nnmber  of                              Guaranteed  Amount 

Evwh. 

Consumer 

Active                                 to  be  Paid  ^Monthly 

Entitled  to                j 

Rooms                                      by  Consumer 

Cse 

3                                                  $1.00 

8 

4                                                      1.30 

11 

5                                                      1.50 

13                      : 

6                                                    1.65 

15 

7                                                   1.80 

17 

8                                                    1.90 

19 

9                                                    2.00 

21 

10                                                    2.10 

23 

11                                                    2.20 

25 

12                                                    2.30 

27                       1 

For  each  active  room  in  excess  of  12  the  monthly 

guarantee 

will  be  increased  10  cts.  per  room,  which  10  ets.  includes 
2  kwh. 

6  cts.  net  per  kwh.  for  all  kwh.  used  during  any  month  in 
excess  of  the  kwh.  included  in  the  monthly  guarantee 

Application  of  schedule :  Applicable  onlj-  to  residence,  in- 
dividual apartment,  or  flat,  lighting  service,  including  the 
use  of  ordinary  electrical  household  ajiplianees,  such  as 
irons,  toasters,  percolators,  fans,  sewing  machine  motors, 
etc.  This  schedule  is  not  applicable  to  the  use  of  electric 
energy  in  connection  with  devices  or  apparatus  such  as 
electric  ranges,  where  the  rated  capacity  of  any  single 
device  exceeds  one  kw.  Hotels  and  recognized  boarding 
and  rooming  houses  not  served  under  this  schedule 

Contract  period,  not  less  than  one  year 
Schedule  HL-l-2-3-'l,  for  Combined  Residence  Lighting  and 

Cooking  Service 


tSchedules  which  apply  to  Belton  also  apply  to:      Honey   Grove 
and  Rockdale.  See  "Addenda",  p.  189,  for  changes  and  additions. 
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$3.50  uet  per  month,  which  $3.50  entitles  consumer  to  the 
use  of  50,  kwh.  during  month 

2  cts.  net  per  kwh.  for  any  kwh.  used  during  the  month  in 

excess  of  50  kwh. 
The  above  rate  applicable  only  to  residence,  individual  flat, 
or  apartment  lighting  and  the  use  of  ordinary  household 
devices,  such  as  flat  iron,  vacuum  cleaner,  toaster,  etc., 
(where  the  rated  capacity  of  any  single  device  does  not 
exceed  one  kw^)  in  conjunction  with  the  use  of  electric 
ranges  or  water  heater  or  both,  when  the  rated  capacity 
of  either  or  both  the  range  and  water  heater  be  not  in 
excess  of  the  five  kw\ 

For  each  1  kw.  in  rated  capacity  in  excess  of  5  kw.  there 
is  a  charge  of  $1.00  per  kw.  per  month  in  excess  of  the 
$3.50  above  mentioned,  which  $1.00  entitles  the  consumer 
to  use  15  kwh.  per  month  in  addition  to  the  50  kwh.  con- 
tained in  monthly  guarantee 

This  schedule  is  not  applicable  to  the  use  of  electric  energy 
in  connection  with  rectifiers  or  motors  in  excess  of  one 
h.p.  or  any  current-consuming  device  other  than  electric 
ranges  or  water  heater  where  the  maximum  demand  of 
any  single  device  exceeds  one  kw. 

This  schedule  contemplates  the  use  of  but  one  meter  to 
register  electric  energy  for  all  service  to  be  given  for 
lighting,  cooking  and  household  appliances. 

Hotels  and  recognized  boarding  and  rooming  houses  will 
not  be  served  under  this  schedule. 

Contract  period,  not  less  than  one  year 
Schedule  CL-3 :  for  Commercial  Lighting  Service  in  Minor 

towns  on  Transmission  System 

$1.00  net  per  month  for  each  500  watts,  or  fraction  thereof, 
connected,  Avhich  $1.00  entitles  the  consumer  to  use  8 
kwh.  for  each  500  watts  or  fraction  thereof  connected 
during  such  month 

Next  20  kwh.  per  500  watts,  or  fraction  thereof,  connected 
at  121/2  cts. 

Xext  150    kwh.  consumed.  6  cts.  pci-  kwh. 

Next  1,000  kwh.  consumed,  5  cts.  per  kwli. 

Excess,  2  cts.  per  kwh. 
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Above  schedule  applicable  to  lighting  service  for  hotels, 
recognized  rooming  and  boarding  houses,  offices,  picture 
shows,  churches,  clubs,  lodges,  hospitals,  vt^arehouses, 
shops,  stores  and  all  places  other  than  residences,  flats 
and  apartments 

Consumer  may,  upon  written  notification  to  company,  at- 
tach motors  to  his  service,  not  exceeding  five  h.  d.  in 
total  rated  capacity,  or  other  electrical  devices  of  in- 
dividual capacity  not  in  excess  of  1  kw.  and  upon  written 
permission  of  company,  may  connect  motors  or  other 
electrical  devices  of  greater  capacity. 

Hotels,  office  buildings,  moving  picture  shows  and  com- 
mercial houses,  in  which  not  less  than  75  per  cent  of 
the  connected  load  consists  of  elevator  or  other  motois, 
may,  at  the  option  of  the  consumer,  be  served  under 
Schedule  SP 

Contract  period,  not  less  than  one  year 
Schedule  CHC-1-2-3-4 :  for  Commercial  Heating  and  Cooking 

Service — All  Towns 

$2.00  net  per  month,  per  kw.  connected,  which  $2.00  en- 
titles consumer  to  use  during  such  month  20  kwh.  per  kw. 
connected 

3  cts.  net  per  kwh.  for  next  50  kwh.  per  kw.  connected 

1%  cts.  net  per  Invh.  for  next  600  kwh. 

1  ct.  net  per  kwh.  for  all  energj^  used  during  month  in  ex- 
cess of  above 

Application :  above  schedule  applicable  only  to  commer- 
cial heating  and  cooking  (restaurants,  hotels,  bakeries, 
boarding  houses  and  the  like)  with  connected  load  of  not 
less  than  5  kw.  in  ranges,  ovens,  and  water  heaters. 
Not  applicable  to  the  use  of  -electric  energy  in  connec- 
tion with  rectifiers,  irons,  motors,  lights  or  any  current- 
consuming  device  other  than  electric  range,  oven  or 
water  heater. 

Electric  energy  furnished  hereunder  measured  by  a 
separate  meter  from  that  measuring  energy  consumed 
by  lights,  small  motors,  appliances,  etc. 

Contract  period,  not  less  than  one  year 
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Schedule  SP-1-2-3-4:    for  Small  Industrial  Power  Service- 
All  Towns 

$1.50  net  per  month  per  connected  h.  p.,  which  $1.50  en- 
tites  consumer  to  use  during  such  month  15  kwh.  for 
each  connected  h.  p! 

6  cts.  net  per  kwh.  for  the  next  100  kwh.  used  ixt  month. 

4  cts.  net  per  kwh.  for  the  next  1,000  kwh.  used  per  month. 

2  cts.  net  per  kwh.  for  the  next  6,000  kwh.  used  jxt  monlli. 

11/2  cts.  net  per  kwh.  for  all  current  used  per  month  in 
excess  of  above  stated  amounts 

Application :  application  for  service  to  small  motor  installa- 
tions not  in  excess  of  50  h.p.  and  to  be  used  only  when 
consumer  executes  company's  standai'd  form  of  contract 
covering  this  class  of  service.  All  electric  energy  fur- 
nished hereunder,  including-  the  lighting  of  the  premises 
(provided  the  lighting  load  is  less  than  25%  of  the  con- 
nected h.p.)  will  be  measured  by  meter  or  meters  at  one 
common  point  of  delivery. 

Contract  period,  not  less  than  one  year 
Schedule  IP-1-2-3-4 :    for  Industrial  Power  Service  not  Covered 

by  Specific   Schedules: 

$2.00  net  per  month  per  contract  h.p.,  which  $2.00  entitles 
consumer  to  use  during  such  month  25  kwh.  for  each 
contract  h.p. 

4  cts.  net  per  kwh.  for  the  next  3,000  kwh.  used  per  month 

2  cts.  net  per  kwh.  for  the  next  6,000  kwh.  used  per  month 

1  ct.  net  per  kwh.  for  all  current  used  per  month  in  excess 
of  above  stated  amounts 

Applicable  for  service  to  general  industrial  powei-  in  shops, 
factories,  city  water  works  pumping,  etc.,  where  the  rated 
capacity  of  motors  installed  is  in  excess  of  25  h.p.  antl 
is  to  be  used  only  when  consumer  executes  company's 
standard  form  of  contract  for  this  class  of  service.  .\II 
electric  energy-  furnished  hereunder,  including  the  li.:.iht- 
ing  of  the  premises,  will  be  measured  by  meter  or  meters 
at  one  common  point  of  delivery 

Contract  period,  not  less  than  one  year 
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Big  Spring    (-1,500)    - 
West   Texas  Electric   Company 
Rates : 

First         20  kwh.  18  cts.  per  kwh.   (minimum  $1.00) 
Next         20  kwh.  10  cts.  per  kwh. 
Above       40  kwh.     4  cts.  per  kwh. 

Commercial  rates  are  figured  on  connected  load — starting 
with  6  cts.  per  kwh.  and  scaling  down  to  1  ct.  per  kwh. 

BONHAM   (6,008*)  t 
Texas  Power  and  Light  Companr 
Rates : 

Schedule  RL-2  for  Residential  Lighting  Service  in  Major 
Towns  on  Transmission  System  (based  on  number  of  active 
rooms  per  residence) 

Number  of  Guaranteed  Amount  Kwh.  Consumer 

Active  to  be  paid  Monthly  Entitled  to 

Rooms  by  Consumer  Use 

3  $1.00  10 

4  1.30  13 

5  1.50  '  15 

6  1.65  17 

7  1.80  19 

8  1.90  21 

9  2.00  23 

10  2.10  .  25 

11  2.20  27 

12  2.30  29 

For  each  active  room  in  excess  of  12  monthly  guarantee 
increased  10  cts.  per  room  which  10  cts.  inchides  2  kwh. 
5  cts.  net  per  kwh.  for  all  kwh.  used  during  any  month  in 
excess  of  the  kwh.  included  in  monthly  guarantee 

This  schedule  is  applicable  only  to  residence,  individual 
apartment,  or  flat  lighting  service,  including  the  use  of 


1 1 


-Schedules  which  apply  to  Bonham  also  apply  to:  Cleburne, 
Commerce,  Denison,  Ennls,  Hlllsboro,  McKlnney,  Paris.  Sherman, 
Taylor,  Temple  and  Waxahachie. 
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ordinary  electrical  household  appliances,  such  ns  irons, 
toasters,  pereolaters,  fans,  sewing  machine  motors,  etc. 
This  schedule  is  not  applicable  to  use  of  electric  energy' 
in  connection  with  devices  or  apparatus  such  as  electric 
ranges,  rectifiers  and  motors,  or  for  purposes  other  than 
for  regular  lighting  where  the  rated  capacity  of  any 
single  device  exceeds  one  kw. 

Hotels  and  recognized  boarding  and  rooming  houses  will  not 
be  served  under  this  schedule 

Contract  period,  not  less  than  one  year 
Schedule  HL-1-2-3-4 :   (see  Schedule  HL-1-2-3-4  under  Belton) 
Schedule  CL-2 :     for  Commercial  Lighting  Service  in  Major 
Towns  on  Transmission  System 
$1.00  net  per  month  for  each  500  watts  or  fraction  thereof 

connected,  which  $1.00  entitles  the  consumer  to  use  10 

kwh.   for  each  500  watts  or  fraction  thereof  connected 

during  such  month 
Next  20  kwh.  per  500  watts  or  fi-action  thereof  connected 

at  10  cts. 
Next  150  kw^h.  consumed,  8  cts,  per  kwh. 
Next  1,000  kwh.  consumed,  5  cts.  per  kwh. 
Excess,  2  cts.  per  kwh. 

Applicable  to  lighting  service  for  hotels,  recognized  rooming 
and  boarding  houses,  offices,  picture  shows,  churches, 
clubs,  lodges,  hospitals,  warehouses,  shops,  stores  and 
all  places  other  than  residences,  flats  and  apartments 

Consumer  may,  upon  written  notification  to  company,  at- 
tach motors  to  his  service  not  exceeding  five  h.j).  in  total 
rated  capacity,  or  other  electrical  devices  of  individual 
capacity  not  in  excess  of  1  kw.,  and  upon  written  permis- 
sion of  company,  may  connect  motors  or  other  electrical 
devices  of  greater  capacity 

Hotels,  office  buildings,  moving  picture  shows  and  com- 
mercial houses,  in  which  not  less  that  75  per  cent  of  the 
connected  load  consists  of  elevator  or  other  motors,  may, 
at  the  option  of  the  consumer,  be  served  under  Schedule 
SP. 
Contract  period,  not  less  than  one  year 


94  University  of  Texas  Bulletin 

Schedule   CHC-1-2-3-4:     (see    Schedule    CHC-1-2-3-4    under 

Belton) 
Schedule  SP-1-2-3-4 :    (see  Schedule  SP-1-2-3-4  under  Belton) 
Schedule  IP-1-2-3-4:    (see  Schedule  IP-1-2-3-4  under  Belton) 

Bowie    (3,000) 
Wichita  Falls  Electric  Company 

Rates :     15  cts.  per  kwh.,  domestic  use. 

Brady    (3,500) 

Municipal  Plant 
Rates : 

Light,  16  cts.  per  kwh. ;  $1.00  minimum ;  25  cts.  meter  rent 
Power,   10  cts.   per  kwh. 

Brenham  (5.066*) 
Brenham  Compress,  Oil  and  ]\Ianufacturing  Company 
Rates :     Light,  15  cts.  per  kwh, 

Bridgeport  (2,000) 
Bridgeport  Brick  Company 

Rates  to  individuals : 

$1.00  for  the  first  50  watt  light 
50  cts.  for  each  additional  50  watt  light 

15  cts.  per  kwh.  at  option  of  consumer,  who  is  required  to 
furnish  meter,  if  he  desires  to  use  meter  rate.    The  current 
is  at  night  only 
Rates  to  city :    same 

Brownsville  (13,163) 

Municipal  Plant 
Rates : 

1  to  10  kwh.  (minimum)  $1.50 
10  to  20  kwh.  15       cts,  per  kwh. ;  maximum  $2.50 

20  to  50  kwh.  121/2  cts.  per  kwh. ;  maximum     5.00 

All  over  50  kwh.  10       cts.  per  kwh. 
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Brownwood  (8,223*) 

Texas  Power  and  Light  Company 
Rates : 

Schedule  "A" — Residential  Lighting — Meter  Rate,  based  on 
connected  lighting  load  only 
For  residences  having  a  connected  lighting  load  of  one  kw. 

or  less — 

For  the  first  20  kwh.  I31/2  cts.  per  kwh. 

For  all  in  excess  of  20  kwh.  714  cts.  per  kwh. 
For  residences  having  a  connected  lighting  load  of  more 

than  one  kw, — 

For  the  first  -10  kwh.  ISi/o  cts.  per  kwh. 

For  all  in  excess  of  40  kwh.  71/2  cts.  per  kwh. 
Plus  15%  on  amounts  over  50  kwh. 
Minimum  monthly  charge  $1.00 
No  discount  on  minimum  charge 
In  determining  the  connected  load,  each  socket  connected 

is   considered    as   equivalent   to    50   watts.      Flat   irons, 

toasters,  sewing  machine  motors  or  other  domestic  electric 

appliances  are  considered  as  connected  load. 
Schedule  "B" — Commercial  Lighting- — Meter  Rate 

First  60  kwh.  per  kw.  of  maximum  demand  131/2  cts.  per  kwh. 
Next  60  kwh.  per  kw.  of  maximum  demand  714  cts.  per  kwh. 
Next  120  kwh.  per  kw.  of  maximum  demand  6  cts,  per  kwh. 
Next  240  kwh.  per  kw.  of  maximum  demand  4  cts.  per  kwh. 
All  in  excess  of  480  kwh.  j/er  kw.  of  maximum  demand  2 

cts.  per  kwh. 
Following  discounts  allowed:    on  that  portion  of  said  sum 

in  excess  of  $25  and  less  than  $50 — 5% ;  in  excess  of  $50 

and  less  than  $100 — 10%  ;  in  excess  of  $100  and  less  than 

.^1,50—15%  ;  in  excess  of  $150  and  less  than  $200— 20%, ; 

in  excess  of  $200  and  less  than  $250 — 25  %  ;  in  excess  of 

$250— 30%o 
Minimum  monthly  charge,  except  on  halls  and  hotels,  $1,00 
Minimum  monthly  charge  on  halls  and  hotels,  $2.00 
No  discount  on  mininuim  monthly  charge 
Plus  15%;  on  amounts  over  50  kwh.  per  month 
"When  a  customer  has  a  widely  fluctuating  load,  the  term 

"maximum  demand",  as  used  in  this  schedule,  shall  be 
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construed  to  mean  the  average  kw.  load  required  for  that 
period  of  any  five  consecutive  minutes  when  the  power 
consumption  is  a  maximum,  and  when  calculated  shall 
be  twelve  times  the  number  of  kwh.  taken  during  said 
five  minute  period 

When  a  customer  has  a  reasonably  steady  load,  the  term 
"maximum  demand"  as  used  in  this  schedule,  shall  be 
construed  to  mean  the  average  kw.  load  required  for  that 
period  of  any  thirty  consecutive  minutes  when  the  power 
consumption  is  a  maximum,  and  when  calculated  shall  be 
twice  the  number  of  kwh.  taken  during  said  thirty- 
minute  period 

Where  the  connected  load  does  not  exceed  two  and  one-half 
kw.  the  maximum  demand  shall  be  considered  as  equiva- 
lent to  the  connected  load 

Connected  load,  for  the  purpose  of  determining  the  amount 
to  be  paid  by  any  consumer  under  this  schedule,  shall  be 
considered  to  be  equivalent  to  50  watts  per  socket  outlet 
on  the  customer's  premises,  but  not  less  than  one-third  of 
one  kw. 

Hotels,  office  buildings,  moving  picture  shows  and  commer- 
cial houses,  in  which  not  less  than  75%  of  the  connected 
load  consists  of  elevator  motors  or  other  motor  installa- 
tions, may,  at  the  option  of  the  customer,  be  served 
under   Schedule   "F" 

Schedule    "F" — Industrial    Power — Meter    Eate---Unlimited 

Service  based  upon  customer's  monthly  maximum  demand 

$1.50  per  kw.  maximum  demand  each  month,  plus  meter 

rate  as  follows : 
First  60  kwh.  per  kw.  of  maximum  demand,  6  cts.  per  kwh. 
Next  120  kwh.  per  kw.  of  maximum  demand,  4  cts.  per  kwh. 
Next  240  kwh.  per  kw\  of  maximum  demand,  2  cts.  per  kwh. 
All  in  excess  of  420  kwh.  per  kw.  of  maximum  demand, 
1  ct.  per  kwh. 

Following  discount  allowed :  on  that  portion  of  said  sum 
in  excess  of  $50  and  less  than  $100 — 10%  ;  in  excess  of 
$100  and  less  than  $200— 20%c ;  in  excess  of  $200  and  less 

•    than  $400— 30%o ;  in  excess  of  $400  and  less  than  $800— 
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40%  ;  in  excess  of  $800  and  less  than  $1200—50% :  in 
excess  of  $1200—60% 

Minimum  charge  of  $1.00  per  h.p.  equivalent  rated  capacity 
of  customer's  connected  apparatus 

No  discount  on  minimum  monthly  bills 

This  rate  includes  installations  of  electric  flat  irons  of  one 
kw.  or  more  rated  capacity;  moving  picture  show  instal- 
lations and  miscellaneous  power  installations 

"Maximum  demand""  for  a  widely  fluctuating  load,  same  as 
under  Schedule  "B" 

"Maximum  demand""  for  a  reasonably  steady  load,  same 
as  under  Schedule  "B" 

Where  the  connected  load  dees  not  exceed  two  and  one-half 
kw.  the  maximum  demand  shall  be  considered  as  equiva- 
lent to  the  connected  load :  but  in  no  event  shall  the  con- 
nected load  be  considered  less  than  one  kw. 

Whenever,  at  the  above  rate,  the  customer's  bill  exceeds  an 
amount  equivalent  to  10  cts.  per  kwh.  for  the  total 
amount  of  energy  delivered  to  the  customer,  the  amount 
to  be  paid  by  the  customer  will  then  be  figured  at  the  rate 
of  10  cts.  per  kwh.,  but  in  no  event  shall  the  customer's 
bill  be  less  than  the  minimum  monthly  charge  of  $1.00 
per  h.p.  nominal  rated  capacity  of  current  consuming 
apparatus  connected  on  the  customer's  premises 

Hotels,  ofifice  buildings,  moving  picture  shows  and  commer- 
cial houses,  in  which  not  less  than  75%  of  the  connected 
load  consists  of  elevator  nu)tors  or  other  motor  installa- 
tions, may,  at  the  option  of  the  customer,  be  served  under 
this  schedule 

Bryan    (6,295*) 

Municipal  distributing  system,  ("ity  buys  energy  from  Bryan 
Power  Company  at  rates  that  run  from  6  cts.  to  4  cts.  per 
kwh.     Advance  rental,  $8.75  deposit 

Rates : 
Light— 

15  cts.  to  12  cts.  per  kwh.;  $1.25  minimum,  including  meter 
rent 


• 
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Power — 

7   cts.   per   kwh. ;    $1.00    per   h.p.   minimum;   picture  show 
power,  4^  cts.  per  kwh. 

Cal\t:rt   (2,600) 
Calvert  Ice  and  Electric  Light  Company 

Kates  to  individuals : 

$2.00   minimum    (25   cts.   meter   rent;   $1.75  minimum   con- 
sumption charge) 

T'irst  10  kwh.  20  cts  per  kwh. 

Next         20  kwh.  15  cts.  per  kwh. 

AU  over  30  Irwh.  10  cts.  per  kwh. 
Bates  to  city: 

50  60-watt  lights,  $1,000  per  annum 

Cameron  (6,000) 
Cameron  Water,  Light  and  Power  Company 

Eates  to  individuals : 

Light- 
First  10  kwh.  20  cts.  per  kwh. 
All    over      20  kwh.  10  cts.  per  kwh. 

Power — 

First  100  kwh.  10  cts.  per  kwh. 

Xext  100  kwh.     5  cts.  per  kwh. 

All    over    200  kwh.     3  cts.  per  kwh, 
T?ates  to  city: 

60-c.p.  incandescent  (street)  lights,  each  $1.25 

Regular  rates  for  other  purposes 

Childress  (5.003*) 
Childress  Ice  and  Light  Company 
Rates: 

Light,  15  cts.  per  kwh. 

Cisco    (7,422*) 
Cisco  Gas  and  Electric  Company 
Rates : 
Light- 
First  50  kwh.  19  cts.  per  kwh. 
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Next  150  kwh.  17  cts.  per  kwh. 

Excess  of  200  kwh.  13  cts.  per  kwh. 

Discount  of  1  ct.  per  kwh.  when  bills  are  paid  on  or  before 
10th  day  from  date  of  bill 
Power — 

First  100  k^vh.  10  cts.  per  kwh. 

Next  400  kwh.     9  cts.  per  kwh. 

Next         500  kwh.     8    cts.  per  kwh. 

Over        1,000  kwh.     7  cts.  per  kwh. 

Discount :     1  ct.  per  kwh.  when  bills  are  paid  on  or  before 
10th  day  from  date  of  bill 
Wholesale  Power  Eate — 

,    Rate  demand  charge:     $1.50  per  month  per  kwh.  of  the 
maximum  demand  in  the  month 

Energy  charge: 

6  cts.  per  kwh.  for  the  first  60  kwh.  of  maximum  demand 
4  cts.  per  kwh.  for  the  next  120  kwh.  of  maximum  demand 
2  cts.  per  kwh.  for  the  next  240  kwh.  of  maximum  demand 
1  ct.  per  kwh.  for  the  next,  and  all  in  excess  of,  420  kwh. 
per  kw.  of  maximum  demand 
Discount :   for  the  first  $50.00 — net ;  for  the  excess  over  $50.00 

and  less  than  $100.00—10%;  over  $100.00  and  less  than 

$200.00— 20%  ;  over  $200.00  and  less  than  $400.00—30% ; 

over  $400.00  and   less  than  $800.00—40%;   over   $800.00 

50% 

Clarksville  (2,100) 
No  report 

Cl-EBURNE  (12,820*) 
Texas  Power  and  Light  Company 

(For  rates,  see  under  Bonham) 

Coleman  (4,000) 
Municipal  Plant 
Rates : 
Light- 
Residences  and  commercial  purposes — 

First        25  kwh.  15  cts.  per  kwh.  : 
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Next  25  kwh.  10  cts.  per  kwh. 

Over         50  kwh.     8  cts.  per  kwh. 

Minimum  charge  for  residences,  $1.25 

^Minimum  charge  for  commercial  purposes,  $2.00 

One  office  light  not  using  over  60  watts,  burning  during 

office  hours  only,  $1.00 
One  office  light  not  using  over  60  watts  and  burning  all 

night.    $1.50   per   month.      90    (100-c.p.)    street   lights, 

no  revenue 
Power — 

For  motors  not  less  than  1  h.p. : 
First       200  kwh.     6  cts.  per  kwh. 

Comanche  (2,600) 
Texas  Power  and  Light  Company 
Rates: 
Light- 
Top  step  15      cts.  per  kwh. 
Second  step       IV2  cts.  per  kwh. 
Power — 

Top  step  6       cts.  per  kwh. :  and  scales  down  to  V2  ct. 

Commerce  (2,900) 
Texas  Power  and  Light  Company 
(For  rates,  see  under  Bonham) 

Corpus  Christi   (20,000) 
Corpus  Christi  Railway  and  Light  Company 
Rates  to  individuals : 
Residence  lighting — 

First  50  kwh;  18  cts.  per  kwh. 

Next  150  kwh.  13  cts.  per  kwh. 

Next  300  kwh.     9  cts.  per  kwh. 

Next  500  kwh.     6  cts.  per  kwh. 

Commercial   lighting   and  power — 
First  100  kwh.  12  cts.  per  kwh. 

Next  100  kwh.  10  cts.  per  kwh. 

Next  300  kwh.     9  cts.  per  kwh. 

Next  500  kwh.     6  cts.  per  kwh. 
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Commercial  power — 

First  500  kwh.     6  cts.  per  kwh. 

Next  500  kwh.     5  cts.  per  kwh. 

Next         1.000  kwh.     4  cts.  per  kwh. 
4  cts.  per  kwh.  flat,  if  over  3,000  kwh.  por  month 
Rates  to  city:     37  arcs,  $84.00  each,  per  annum 

CORSICANA    (11,356*) 
Corsicana  Gas  and  Electric  Company 

Rates  to  individuals : 

Light,  14  cts.  to  9  cts.  per  kwh. 

Power,  6  cts.  to  4  cts.  per  kwh. 
Rates  to  city: 

51  arcs   (1,200-c.p.)   $70.00  each,  per  annum 
8  incandescents  (100- watt  Ma/.da)  $30.00  each,  per  annum 

Crockett  (5.000) 
Crockett  Ice,  Electric  Light  and  Power  Company 
Rates : 
Flat- 
Residence — 

$1.50  for  4  lights  or  less,  minimum :  $2.00  for  more  thaa 
4  lights 
Stores — 

$2.00  minimum 

City— 
$2.00,  flat,  for  60-c.p.  street  series  Mazda  "C"  ^ 

Metered —  ." : 

50  kwh.  15  cts.  per  kwh. 

100  kwh.  121/2  cts.  per  kwh. 

Balance  10  cts.  per  kwh. 

CuERO   (4,000) 
Texas  Gas  and  Electric  Company 

Rates: 
Light- 
First     25  kwh.  14  cts.  per  kwh. 
Next    25  kwh.  13  cts,  per  kwh. 
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Next     25  kwh.  11  cts.  per  kwh. 

Next  125  kAvh.  10  cts.  per  kwh. 

Next  100  kwh.  9  cts.  per  kwh. 

Next  100  kwh.  8  cts.  per  kwh. 

Next  400  kwh.  7  cts.  per  kwh. 

Over  800  kwh.  6  cts.  per  kwh. 
Minir.ium  rate,  $1.25. 
Power — 

First  100  kwh.  8  cts.  per  kwh. 

Next  100  kwh.  7  cts.  per  kwh. 

Next  100  kwh.  6  cts.  per  kwh. 

Over  300  kwh.  5  cts.  per  kwh. 
Minimum  rate,  $1.00  per  h.p. 

Dalhart   (3,500) 
Dalhart  Ice  and  Electric  Company 

Kates  to  individuals: 

Light- 
First     20  kwh.  13  cts.  per  kwh. 
Next     20  kwh.  12  cts.  per  kwh. 
Next     60  kAvh.  11  cts.  per  kwh. 
All  above  10  cts.  per  kwh. 

Power — 

First  50  kwh.  10  cts.  per  kwh. 
Next  250  kwh.  8  cts.  per  kwh. 
All  above  6  cts.  per  kwh. 

Rates  to  city : 

Five  large  lights  furnished  the  city  free.    22  (80-c.p.)  lights 
used  by  citj'-  in  addition  at  the  rate  of  75  cts. 

Contract  made  for  extension  of  street  lights  of  residence  dis- 
trict at  the  same  rate 

Dallas  (158,976*) 
Dallas  Power  and  Light  Company 

Rate  "A"  for  Residence  Lighting: 

6  cts.  net,  or  6.32  cts.  gross,  per  kwh.  for  the  first  800  kwh. 
For  monthly  consumption  in  excess  of  800  kwh.  see  Rate 
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Minimam  bill :   50  cts.  net.  W  53  cts.  gross,  per  month 
Discount :     Consumer  billed  at  the  gross  rate  and  difference 
between  gross  and  net  rales  above  specified  constitutes  a 
discount  for  payment  within  ten  days  from  date  of  monthly 
billing.     Al)ove  discount  applies  to  all  rates  unless  other- 
wise specified. 
Rate  ''B" — Applicable  at  consumer's  option  for  residence  light- 
ing service.     Based  upon  number  of  active  rooms  per  resi- 


dence. 


Number  of 

Kwh.  consumer 

active  rooms 

entitled  to  use 

4 

0  to  30 

5 

0  to  34 

6 

0  to  38 

7 

0  to  42 

8 

0  to  46 

9 

0  to  50 

10 

0  to  55 

11 

0  to  59 

12 

0  to  63 

13 

0  to  67 

14 

0  to  71 

15 

0  to  75 

16 

0  to  80 

17 

0  to  84 

18 

0  to  88 

19 

0  to  92 

20 

0  to  96 

Guaranteed  amount  to  be 
paid  monthly  by  consumer 


Net 

$1.75 
2.00 
2.25 
2.50 
2.75 
3.00 
3.25 
3.50 
3.75 
4.00 
4.25 
4.50 
4.75 
5.00 
5.25 
5.50 
5.75 


Gross 
$1.84 
2.11 
2.37 
2.63 
2.89 
3.16 
3.42 
3.68 
3.95 
4.21 
4.47 
4.74 
5.00 
5.26 
5.53 
5.79 
6.05 


6  cts.  net,  or  6.32  cts.  gross  per  kwh.  for  any  portion  of  the 
first  15  kwh.  taken  in  excess  of  the  number  of  kwh.  the 
consumer  is  entitled  to  use  in  sucli  month  as  above  stated. 
3  cts.  net,  or  3.16  cts.  gross,  for  each  kwh.  taken  l)y  the  con- 
sumer during  such  month  in  excess  of  the  above  stated 
amounts. 
Rate  "C" — Applical)le  at  consumer's  option  for  rosidonfc 
lighting  and  cooking  service: 

Based  upon  number  of  active  rooms  per  residence 
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Number  of 

Kwh.  consumer 

active  rooms 

entitled  to  use 

4 

0  to 

46 

5 

0  to 

50 

6 

0  to 

55 

7 

0  to 

59 

8 

0  to 

63 

9 

0  to 

67 

10 

0  to 

71 

11 

0  to 

75 

12 

0  to 

80 

13 

0  to 

84 

14 

0  to 

88 

15 

0  to 

92 

16 

0  to 

96 

17 

0  to 

100 

18 

0  to 

105 

19 

0  to 

109 

20 

0  to 

113 

Guaranteed  amount  to  be 
paid  monthly  by  consumer 


Net 

Gross 

2.75 

$2.89 

3.00 

3.16 

3.25 

3.42 

3.50  . 

3.68 

3.75 

3.95 

4.00 

4.21 

4.25 

4.47 

4.50 

4.74 

4.75 

5.00 

5.00 

5.26 

5.25 

5.53 

5.50 

5.79 

5.75 

6.05 

6.00 

6.32 

6.25 

6.58' 

6.50 

6.84 

6.75 

7.11 

2.5  cts.  net,  or  2.63  cts.  gross,  for  each  kwh.  taken  by  the 
consumer  during  such  month  in  excess  of  the  above  stated 
amounts. 
Rate  "D" — Applicable   for  any  quantity  of  regular  110  volt 

lighting  service : 

6  cts.  net,  or  6.32  cts.  gross,  per  kwh.  for  any  portion  of  that 
number  of  kwh.  taken  by  the  consumer  during  the  period 
between  meter  readings  taken  for  billing  purposes  which 
is  equivalent  to  120  kwh.  per  kw.  of  the  consumer's 
maximum  demand  in  such  period,  plus  800  kwh. 

3  cts.  net,  or  3.16  cts.  gross,  per  kwh.  for  any  portion  of  the 
next  60  kwh.  per  kw.  of  the  consumer's  maximum  de- 
mand. 

1  ct.  net,  or  1.05  cts.  gross,  for  each  kwh.  taken  by  the  con- 
sumer during  such  month  in  excess  of  the  above  amounts. 

Guaranteed  monthly  bill: 

50  cts.  net,  or -53  cts.  gross,  for  10  sockets,  or  less  con- 
nected; 5  cts.  net,  or  5.26  cts.  gross,  for  each  socket  con- 
nected in  excess  of   10,  up  to  but  not  including  400 
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sockets.  If  the  consumer  shall  have  400  sockets  or  more 
connected,  then  the  guaranteed  monthly  bill  shall  be 
equivalent  to  $1.00  net,  or  $1.05  gross,  per  kw.  of 
nominal  rated  capacity  of  current  consuming  apparatus 
connected  on  the  consumer's  premises  during  such 
period. 
Rate  "E" — Applicable  for  combined  light,  beat  and  power 
service : 

6  cts.  net,, or  6.32  cts.  gross,  per  kwh.  for  any  portion  of  that 
number  of  kwh.  taken  by  the  consumer  during  the  period 
between  meter  readings  taken  for  billing  purposes  which 
is  equivalent  to  90  kwh.  per  kw.  of  the  consumer's  maxi- 
mum demand  in  such  period,  plus  800  kwh. 
■3  cts.  net,  or  3.16  cts.  gross,  per  kwh.  for  any  portion  of  the 

next  30  kwh.  per  kw.  of  the  consumer's  maximum  demand 
1  et.  net,  or  1.05  cts.  gross,  for  each  kwh.  taken  by  the  con- 
sumer during  such  period  in  excess  of  the  above  amounts. 
•Guaranteed  monthly  bill : 

50  cts.  net,  or  53  cts.  gross,  for  10  sockets,  or  less  con- 
nected ;  5  cts.  net,  or  5.25  cts.  gross,  for  each  socket 
connected  in  excess  of  10,  up  to  but  not  including  400 
sockets.  If  the  consumer  shall  have  400  sockets  or  more 
connected,  then  the  guaranteed  monthly  bill  shall  be 
equivalent  to  $1.00  net,  or  $1.05  gross,  per  kw.  nominal 
rated  capacity  of  current  consuming  apparatus  (except 
motors  used  for  elevator  service)  connected  on  the  con- 
sumer's premises  during  such  period,  plus  50  cts.  net  or 
53  cts.  gross,  per  h.p.  nominal  rated  capacity  of  motors 
for  elevated  service  connected  on  the  consumer's 
premises  during  such  period. 

Quantity  discount : 

On  that  portion  of  amount  billed  in  excess  of  $500.00  up  to 
and  including  $2,000.00,  5%  discount.  On  that  portion 
of  amount  billed  in  excess  of  $2, 000. 00,  10  %  discount. 

Maximum  demand : 

On  widely  fluctuating  loads  the  term  "Maximum  Demand," 
as  used  in  this  rate,  shall  be  construed  to  mean  the  great- 
est average  number  of  kw.  taken  by  the  consuincr  during 


106  University  of  Texas  Bulletin 

any  period  of  five  consecutive  minutes  between  any  two 
meter  readings  taken  for  billing  purposes. 
On  loads  that  are  not  widely  fluctuating,  the  term  "]\lax- 
imum  Demand",  as  used  in  this  rate,  shall  be  construed 
to  mean  the  greatest  average  number  of  kw.  taken  by 
the  consumer  in  any  period  of  thirty  consecutive  minutes, 
between  two  meter  readings  taken  for  billing  purposes.. 

Rate  "F" — -Applicable  only  for  power  service: 

50  ets.  net,  or  53  cts.  gross,  per  month  per  h.  p.  equivalent 
of  nominal  rated  capacity  of  current  consuming  apparatus, 
connected  on  the  consumer's  premises;  the  consumer  to  be 
entitled  for  such  payment  to  use  when  and  as  desired  dur- 
ing such  month  11  kwh.  per  h.p.  equivalent  so  connected. 

4.5  cts.  net,  or  4.74  cts.  gross,  per  kwh.  for  any  portion  of 
the  first  600  kwh.  taken  by  the  consumer  during  sucli 
month  in  excess  of  11  kwh.  per  h.  p.  equivalent. 

3.5  cts.  net.  or  3.68  ets.  gross,  per  kwh.  for  any  portion  of  the 
next  2,000  kwh.  taken  by  the  consumer  during  such  month 

2  cts.  net,  or  2.11  cts.  gross,  for  each  kwh.  taken  by  the  con- 
sumer during  such  month  in  excess  of  the  above  staled 
amounts.' 

Guaranteed  monthly  bill : 

$2,00  net,   or   $2.11   gross,   for  installations  of  4  h.p.   and 
under. 

Rate  "G" — Applicable  for  power  service  where  two  or  more 
motors  are  installed  and  the  consumer  specifies  the  amount 
of  service  required : 

6  cts.  net,  or  6.32  cts.  gross,  per  kwh.  for  an}^  portion  of' 

the  first  1.000  kwh.  taken  by  the  consumer  per  monll.'. 
4.5  cts.  net,  or  4.74  cts.  gross,  per  kwh.  for  any  portion  of 

the  next  600  kwh.  taken  by  the  consumer  during  siieii 

month 
3.5  cts.  net,  or  3.68  cts.  gross,  per  kAvh.  for  any  portion  of 

the  next  2,000  kwh.  taken  by  the  customer  during  such 

•month. 
2  cts.  net,  or  2.11  cts.  gross,  for  each  kwh.  taken  by  the 

consumer   during  such   month   in   excess   of   the   above. 

stated  amounts 
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Minimum  charge : 
Consumers  having  tAvo  or  more  motors  or  other  current 
consuming  devices  installed  on  their  premises  may.  in 
their  written  application  for  service,  specify  the  amoiinl 
of  service  required  as  set  forth  in  said  application,  and 
a  minimum  charge  of  50  cts.  net.  or  53  cts.  gross,  per 
month  per  h.p.  or  its  equivalent  of  750  watts  will  be 
computed  upon  the  amount  of  service  requred  as  set 
forth.  No  monthly  charge  less  than  $2.00  net,  or  $2.1 1 
gross,  will  be  made  under  this  rate.  The  company  may, 
at  its  option,  install  current  limiting  devices  for  the  pro- 
tection of  the  service;  such  device  to  be  sealed  and  con- 
trolled by  the  company.  The  company  shall  not  be  re- 
quired to  furnish  more  transformer  capacity  than  speci- 
fied in  the  consumer's  application. 
Rate  "H" — Applicable  for  industrial  power  service: 

Demand  charge  of  $1.50  net,  or  $1.58  gross,  per  montii  per 
kw.  of  maximum  demand,  and  -t  cents,  net,  or  -1.21   cts. 
gross,  per  kwh.  for  any  portion  of  the  first  500  kwh.  taken 
by  the  consumer  per  month. 
3  cts.  net,  or  3.16  cts.  gross,  per  kwh.  for  any  portion  of  the 
next  3,000  kwh.  taken  by  the  consumer  during  such  month. 
2.5  cts.  net,  or  2.63  cts.  gross,  per  kwh.  for  any  portion  of 
the  next  3.000  kwh.  taken  by  the  consumor  dnrincr  sm^h 
month. 
1  ct.  net,  of  1.05  cts.  gross,  for  each  kwh.  taken  by  the  con- 
sumer during  such  month  in  excess  of  the  above  stated 
amounts. 
Quantity  discount : 

Fo?  each  of  that  number  of  kAvh.  taken  by  the  consumer 
during  any  month  or  service  period  which  is  in  excess 
of  360  kwh.  per  kw.  of  the  consumer's  maximum  deman<l, 
(determined  as  herein  provided),  and  also  in  cx^m'ss  of 
155,000  kwh.,  the  eon.sumoT-  shrill  be  ciitith'd  to  a  dis- 
count of  4  cts. 
Maximum  demand : 

On  widely  fluctuating  loads  the  term  ''Maximum  Demand" 
for  any  billing  period,  as  used  in  this  rate,  shall  be  con- 
strued to  mean  the  greatest  average  number  of  kw.  taken 
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by  the  consumer  dinino;  any  period  of  five  consecutive 
minutes,  but  not  less  than  the  greatest  maximum  de- 
mand so  established  within  the  twelve-month  period 
immediatly  preceding  any  such  billing  period. 
On  loads  that  are  not  widely  fluctuating,  the  term  "Maxi- 
mum Demand"  for  any  billing  period,  as  used  in  this 
Rate,  shall  be  construed  to  mean  the  greatest  average 
numl)er  of  kw.  taken  by  the  consumer  during  any  period 
of  thirty  consecutive  minutes,  but  not  less  than  the 
greatest  maximum  demand  so  established  within  the 
twelve-month  period  inunediately  preceding  any  such 
billing  period. 

Minimum  charge : 

The  net  minimum  amount  to  be  paid  by  the  consumer  to 
the  company  for  service  rendered  during  any  billing 
period  shall  be  equivalent  to  the  sum  of  $1.50  per  kw. 
of  the  consumer's  maximum  demand  for  such  billing 
period,  determined  as  hereinabove  provided.  Such 
minimum  payment  shall  contitute  a  charge  for  the  com- 
pany's readiness  to  serve  and  shall  apply  irrespective  of 
whether  or  not  any  energy  was  taken  by  the  consumer. 

Rate  "I" — Applicable  for  industrial  light  and  power  service: 
For  consumers  having  a  maximum  demand  of  not  less  than 

45    kw.    who   Avill    guarantee    150    kwh.    consumption   per 

month ;    per   kw.    of   maximum    demand   and    a   minimum 

monthly  consumption  of  15.000  kwh. 
Demand  charge  of  $1.50  net,  or  $1.58  gross,  per  month  per 

kw.    of   maximum   demand,   and   4   cts.   net,   or  4.21   cts. 

gross,  per  kwh.   for  any  portion   of  the  first  l,00t)  kwh. 

taken  by  the  consumer  per  month. 
3   cts.  net,  or  3.16   cts.   gross,   per  kwh.   for   any  portion   of 

the  next  5,000  kwh.  taken  by  the  consumer  during  such 

month. 
2  cts.  net,  or  2.11  cts.  gross,  per  kwh.  for  any  portion  of  the 

next  5,000  kwh,  taken  by  the  consumer  during  such  month 
1  ct.  net,  or  1.05  cts.  gross,  for  each  kwh.  taken  by  the  con- 
sumer during  such  month  in  excess  of  the  above  stated 

amounts. 
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Quantity  discount: 

For  each  of  that  number  of  kwh.  taken  hy  the  consumer 
during  any  month  or  service  period  wliich  is  in  excess 
of  360  kwh.,  per  kw.  of  the  consumer's  maxiniimi  de- 
maud  (determined  as  herein  provided),  and  also  in 
excess  of  120,000  kwh.,  the  consumer  shall  be  entitled 
to  a  discount  of  .4  ct. 

Maximum  demand : 

On  widely  fluctuating-  loads  the  t(n-m  "Maximum  De- 
mand" for  any  billing  period,  as  used  in  this  rate, 
shall  be  construed  to  mean  the  greatest  average  num- 
ber of  kw.  taken  by  the  consumer  during  any  period 
of  five  consecutive  minutes,  but  not  less  than  the  greatest 
maximum  demand  so  established  within  the  twelve- 
month period  immediately  preceding  any  such  hilling 
period,  and  in  any  event  not  less  than  45  kw. 
On  loads  that  are  not  widely  fluctuating,  the  term  "Maxi- 
mum Demand"  for  any  billing  period,  as  used  in  this 
rate,  shall  be  construed  to  mean  the  greatest  average 
number  of  kw.  taken  by  the  consumer  during  any 
period  of  thirty  consecutive  minutes,  but  not  less  than 
the  greatest  maximum  demand  so  established  with  the 
twelve-month  period  immediately  pi-eceding  anyi'  such 
billing  period,  and  in  any  event  not  less  than  4.")  kw. 

Guaranteed  monthly  }>ill : 

This  rate  may  be  availed  of  only  by  such  consumers  as 
will  guarantee  to  pay  the  company  monthly  a  minimnm 
amount  equivalent  to  $l.r)0  net,  or  ^l.aS  gro.s.s.  per  kw. 
of  the  consumer's  maximum  denumd  (determined  as 
Ihereiiiabove  provided),  plus  $330.00  net.  or  $347.40 
gross. 
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Rate  "J" — Flat  rate  for  show  window  lighting  service: 

Based  upon  a  contract  term  of  one  year,  the  consumer  to 
pay  the  Company  for  service  as  follows: 


Number 

100  Watt 

200  Watt 

300  Watt 

400  Watt 

600  Watt 

of 

Lamps 

Lamps 

Lamps 

Lamps 

Lamps 

I^amps 

Net 

Gross 

Net 

Gross 

Net 

Gross 

Net 

Gross 

Net 

Gross 

1 

$  1.90  $  2.00 

$  3.00  f  3.16 

$  4.10  $  4.32 

?  5.20  $  5.47 

$  6.25  $  6.58 

2 

3.30 

3.47 

5.30 

5.58 

7.30 

7.68 

9.20 

9.68 

11.00 

11.68 

3 

4.50 

4.74 

7.50 

7.89 

10.35 

10.89 

13.05 

15.74 

15.75 

16.58 

4 

5.60 

5.89 

9.40 

9.90 

13.20 

13.89 

16.65 

17.53 

20.00 

21.05 

S 

6.75 

7.11 

11.25 

11.84 

16.00 

16.84 

20.00 

21.05 

23.50 

24.74 

« 

7.80 

8.21 

13.20 

13.89 

18.60 

19.58 

23.10 

24.32 

26.70 

28,11 

7 

8.75 

9.21 

14,90 

15.68 

21.00 

22.11 

25.90 

27.26 

29.75 

31.32 

8 

9.60 

10.11 

16.40 

17.26 

23.20 

24.42 

28.40 

29.89 

32.80 

34.63 

9 

10.35 

10.89 

18.00 

18.95 

25.20 

26.53 

30.60 

32.21 

35.55 

37.42 

10 

11.00 

11.58 

19.50 

20.53 

27.00 

28.42 

32.50 

34.21 

38.00 

40.00 

11 

11.55 

12. 1« 

20.65 

21.74 

28.60 

30.11 

34.10 

35.89 

40.15 

42,26 

12 

•12.00 

12.63 

•21.60 

22.74 

•30.00 

SI. 58 

•36.00 

37.89 

•42.00 

44.21 

13 

13.00 

13.68 

23.40 

24.63 

32.50 

34.21 

39.00 

41.05 

45.60 

47.89 

14 

14.00 

14.74 

25.20 

26.53 

35.00 

36.84 

42.00 

44.21 

49.00 

61.68 

15 

15.00 

15.79 

27.00 

28.42 

37.50 

39.47 

45.00 

47.37 

52.50 

65,2« 

20 

20.00 

21.05 

36.00 

37.89 

50.00 

52.83 

60.00 

63.16 

70.00 

73.68 

25 

25.00 

26.32 

45.00 

47.37 

•2.50 

65.79 

75.00 

78.95 

87.50 

92.11 

30 

30.00 

31.58 

54.00 

56.84 

75.00 

78.95 

90.00 

94.74 

as 

35.00 

36.84 

63.00 

66.32 

87.50 

92.11 

40 

40.00 

4-2.11 

72.00 

75.79 

45 

45.00 

47.37 

81.00 

85.26 

50 

50.00 

52.63 

80.00 

94.74 

• 

"Turning  point 

in  curve  to 

straight  line. 

Rate  "K" — Flat  rate  for  sign  or  outside  advertising  lighting 
service : 

Based  upon  a  contract  term  of  one  year,  the  consumer  to 
pay  the  Company  for  service  as  follows: 
Patrolling   and    inspecting   lamps,    signs,    etc.,   per   year, 
$9.00  net,  or  $9.47  gross,  plus: 

Rate  per  socket  per  year  with   or  without  flasher,  as 
follows : 

Wattage 


Burning 

schedule 
Dusk  to  midnight 
Dusk  to  midnight 
Dusk  to  dawn 
Dusk  to  da■\^^l 
Dusk  to  midnight 
Dusk  to  midnight 
Dusk  to  dawn 
Dusk  to  dawn 


per 
lamp 

5 
10 

o 
10 

5 
10 

5 
10 


Per  socket 
Net     Gross 


$1.17 
1.84 
1.95 
2.94 
1.08 
1.66 
1.80 
2.64 


$1.23  without  flasher 
1.94  without  flasher 
2.05  without  flasher 
3.09  without  flasher 
1.14  '  with  flasher 
1.75  with  flasher 
1.90  with  flasher 
2.78  with  flasher 


Plus  (if  flasher  is  desired) 
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Rate  per  year  for  operation  of  flasher : 
Burning  schedule         Net  Gross 

Dusk  to  midnight      $  7.50       $  7.89 
Dusk  to  dawn  15.00         15.79 

Denison  (17,065*) 
Texas  Power  and  Light  Company 
''(For  rates,  see  under  Bonham) 

Denton   (4,800) 
^Municipal  Plant 
Rates: 
Light— 

^Minimum,  $1.00. 
Domestic  users: 

First         20  kwh.  11  cts.  per  kwh. 
All  over  20  kwh.     7  cts.  per  kwh. 
Commercial  u^ers : 
First         60  kwh.  11  cts.  per  kwh. 
All  over  60  kwh.     7  cts.  per  kwh. 
By  commercial  users  is  meant  stores,  etc.,  which  use  200  to 
300  kwh.  for  lights,  fans,  and  other  small  motors. 
For  industrial  purposes  the  current  is  sold  at  5  cts.  per  kwh. 

Dublin   (2,600) 
Texas  Power  and  Light  Company 
Rates: 
Light- 
Minimum,  $1.00. 

First         20  kwh.  15  cts.  per  kwh. 
All  over  20  kwh.     8  cts.  per  kwh. 

Eagle  P.\ss  (6,300) 
International  Electric  Company 
Rates : 
Light- 
Schedule  "A"— Residential— Meter  Rates- 
First  20  kwh. 16  cts.  per  kwh. 
Over         20  kwh.     8  cts.  per  kwh. 
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Less  discount  of  10%  if  paid  on  or  before  10th  day  of 
the  month  folloM'ing  that  in  which  current  is  consumed 
Monthly  minimum,  $1.00 

Schedule  "B" — Commercial  lighting — Meter  Rates — 

First  60  kwh.,  per  kw.  of  max.  demand,  16  ets.  per  kwh.. 
Next  60  kwh.,  per  kw.  of  max.  demand,  S  cts.  per  kwh.. 
Next  120  kwh.,  per  kw.  of  max.  demand,  6  cts.  per  kwh. 
Next  240  kwh.,  per  kw.  of  max.  demand,  4  cts.  per  kwh. 
Over  480  kwh.,  per  kw.  of  max.  demand,    2  cts.  per  kwh. 

Following  discounts  allowed :  on  that  portion  of  said  sum 
in  excess  of  $25  and  less  than  $50 — 5%  ;  in  excess  of 
$50  and  less  than  $100.00—10%  :  in  excess  of  $100  and 
less  than  $150.00 — 15%  ;  in  excess  of  $150  and  less  than 
$200.00—20%  :  in  excess  of  $200  and  less  than  $250.00 
—25%:  in  excess  of  $250— 30%p 

Less  additional  discount  if  paid  within  10  days  from 
date  of  billing 

Minimum  monthly  charge,  except  on  halls  and  hotels,  $1.00 

Minimum  monthly  charge  on  halls  and  hotels,  $2.00 

No  discount  allowed  on  minimum  monthly  charge 
Schedule  "F" — Industrial  powder — Meter  Rate — unlimited 

service : 

Based  upon  customer's  monthly  maximum  demand 

$1.50  per  kw.  maximum  demand  each  month,  plus  meter 
rate  as  follows : 
.     First     60  kwh.,  per  kw.  of  max.  demand,  6  cts.  per  kwh. 

Next  120  kwh.,  per  kw.  of  max.  demand.  4  cts.  per  kwh. 

Next  240  kwh.,  per  kw.  of  max.  demand,  2  cts.  per  kwh. 

Over  420  kwh.,  per  kw.  of  max.  demand.  1  ct.     per  kwh. 

Following  discounts  allowed :  on  that  portion  of  said 
sum  in  excess  of  $50  and  less  than  $100 — 10%  :  in 
excess  of  .'felOO  and  less  thmi  '^'^'^^ — •>0%  ;  in  excess  of 
$200  and  less  than  .$400—30%  ;  in  excess  of  $400  and 
less  than  $800 — 40 %o  ;  in  excess  of  $800  and  less  than 
$1,200—50%,;  in  excess  of  $1,200— 60%o 

Less  an  additional  discount  of  10%  if  paid  within  10  days 
from  date  of  billing 
Rates  to  city:   $2.50  per  lamp  per  month 
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El  Paso  (83,838*) 
El  Paso  Electric  Railway  Company 
Rates  to  individuals: 
Light— 

10  cts.  to  4  cts.  per  kwh.,  with  discounts  for  prompt  payment 
Power — 

10  cts.  to  1  ct.    per  kwh.,  with  discounts  for  prompt  payment 
Rates  to  city: 

175  (600  c.p.)  ineandescents,  $60.00  per  annum 

349  (400  c.p.)  ineandescents,     48.00  per  annum 

17  (250  c.p.)  ineandescents,     39.00  per  annum 

Ennis   (7,224*) 
Texas  Power  and  Light  Company 
(For  rates,  see  under  Bonham) 

Fort  Worth  (109,000) 
Fort  Worth  Power  and  Light  Company 
Rates  to  individuals : 
Light— 

For  the  first  2  kwh.  per  month,  for  each  16  c.p,  carbon  fila- 
ment lamp   (50- watts)   or  equivalent,  per  kwh.  8  cts. 
Excess  of  above,  6  cts.  per  kwh. 
No  discount 

Minimum  charge  per  meter,  per  month,  50  cts. 
Power — 

5  cts.,  4  cts.,  and  3  cts.,  per  kwh. 
Rates  to  city:    2i/2  cts.  per  kwh. 

Gainesville  (7,700) 
Texas  Power  and  Light  Company 
Rates : 

Schedule  "A",   (see  Schedule  "A"  under  Brownwood) 
Schedule  "F",   (see  Schedule  "F"  under  Brownwood) 

Galveston  (42,000) 
(1)  Brush  Electric  Company 
Rates: 
Light- 
First  30  kwh.  12.7  cts.  per  kwh. 
Next  30  kwh.  11      cts.  per  kwh. 
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Next            400  kwh. 

10 

cts. 

per  kwh. 

Next            400  kwh. 

9 

cts. 

per  kwh. 

Next            400  kwh. 

7 

cts. 

per  kwh. 

Next            800  kwh. 

6 

cts. 

per  kwh. 

All  in  excess 

3.5 

ets. 

per  kwh. 

First 

30  kwh. 

10 

Next 

30  kwh. 

9 

Next 

60  kwh. 

8 

Next 

500  kwh. 

6 

Next 

500  kwh. 

5 

Next 

1,500  kwh. 

4 

All  in 

excess 

3 

A  net  surcharge  of  1^/^  cts.  per  kwh.  shall  be  added  to  all 

light  bills. 
A  discount  of  5%  will  be  allowed  on  the  gross  amount  of  all 
bills  paid  within  10  days  of  date  of  billing  except  on  min- 
imum bills  which  are  net. 
Minimum  chage  on  lighting  customers  is  to  be  $1.00  per  kw. 
connected  transformer  load.     All  residences  with  not  to 
exceed  20  outlets  shall  be  billed  at  75  cts.  minimum. 
A  net  surcharge  of  11/2  cts.  shall  be  added  to  all  light  bills. 
Power — 

cts.  net  per  kwh. 
cts.  net  per  kwh.  ,  ■'  '^ 

cts.  net  per  kwh. 
cts.  net  per  kwh. 
cts.  net  per  kwh. 
cts.  net  per  kwh. 
3.5  cts,  net  per  kwh. 
A  discount  of  5%  will  be  allowed  on  the  gross  amount  of 

all  bills  paid  within  10  days  from  date  of  billing. 
INIinimum  charge  of  $1.00  per  h.p.  per  month  up  to  5  h.p. 
and  50  cts.   per  h.p.   for  all  additional.     This  includes 
heating  devices,   fans,   and   other   apparatus   classed   as 
power. 
A  net  surcharge  of  1^4  cts.  per  kwh.  shall  be  added  to  all 
power  bills. 
Sign  Window  Lighting  — 

One  ct.  connected  watt  per  month  for  2,000  hrs.  yearly  use 
A  discount  of  5%  will  be  allowed  on  the  gross  amount  of  all 
bills  paid  within  10  days  from  date  of  billing. 
Wholesale  rate : 

For  customers  having  a  half  hour  demand  of  50  4i.p.  and 
over : 

First         30  kwh.  per  kw.  demand  m  'tlily,  10     cts.  per  kwh. 
Next    2,000  kwh.  per  kw.  demand  m  'thly,    5     cts.  per  kwh. 
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Next  20,000  kwh.  per  kw.  demand  m  'thly,    1.5  ets,  per  kwh. 

All  excess  1     ct.    per  kwh. 

A  discount  of  5%  allowed  on  the  gross  amount  of  all  bills 

paid  within  10  days  from  the  date  of  billing.    :\Liniinum 

charge  of  $1.00  per  kw.  of  demand  per  month  on  yearly 

basis 
A  net  surcharge  of  ly^  cts.  per  kwh.  shall  be  added  to  all 

power  bills. 
This  rate  also  applies  to  city  special  contract  except  there 

is  no  surcharge  and  there  is  an  additional  discount  of 

10%  taken  from  bill.     City  pays  for  distributed  current, 

.0315  ct.  per  kwh. 
Battery  Charging  off  Peak: 

First  200  kwh.  5      cts.  per  kwh. 

Next  300  kwh.  4.5  cts.  per  kwh. 

Next  400  kwh.  4     cts.  per  kwh. 

Next  600  kwh.  3.5  cts.  per  kwh. 

Over       1,500  kwh.  3      cts.  per  kwh. 
A  net  surcharge  of  1  ct.  per  kwh.  shall  be  added  to  all  bills. 

(2)  Galveston  Electric  Company 


Rates : 

Light- 

First 

30  kwh.  12.7 

cts.  per  kwh. 

Next 

30  kwh.  11 

cts.  per  kwh. 

Next 

400  kwh.  10 

cts.  per  kwh. 

Next 

400  kwh.     9 

cts.  per  kwh. 

Next 

400  kwh.     7 

cts.  per  kwh. 

Next 

800  kwh.     6 

cts.  per  kwh. 

All  excess                  4 

cts.  per  kwh. 

A  net 

surcharge  of  IV2  cts.  per  kwh.  to  be  added 

to  all 

light 

bills 

Power — 

First 

30  kwh.  10 

cts.  net  per  kwh. 

Next 

30  kwh.     9 

cts.  net  per  kwh. 

Next 

60  kwh.     8 

cts.  net  per  kwh. 

Next 

500  kw^h.     6 

cts.  net  per  kwh. 

:    Next 

500  kwh.     5 

cts.  net  per  kwh. 

.  Next 

1,500  kwh.     4 

cts.  net  per  kwh. 
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All  excess  3.5  cts.  net  per  kwh. 

A  net  surcharge  of  I14  cts.  per  kwh.  to  be  added  to  all 

power  bills 
A  discount  of  5%  for  payment  within  10  days  after  date 


of  billing 


■e> 


Georgetown   (3,500) 
Municipal  Plant 


Rates : 

Light- 

First 

8  kwh. 

121/2 

cts. 

per  kwh. 

Next 

17  kwh. 

12 

cts. 

per  kwh. 

All  over 

10 

cts. 

per  kwh. 

Power — 

First 

50  kwh. 

7 

cts. 

per  kwh. 

Next 

50  kwh. 

6 

cts. 

per  kwh. 

All  over 

5 

cts. 

per  kwh. 

Gonzales  (5,000) 
Citizens  Electric  Ldght  and  Power  Company 
Rates  to  individuals : 
Light- 
First  25  kwh.  15  cts.  per  kwh. 

Next  50  kwh.  13  cts.  per  kwh. 

Next  50  kwh.  11  cts.  per  kwh. 

Next  75  kwh.  10  cts.  per  kwh. 

Next  100  kwh.     8  cts.  per  kwh. 

Over  300  kwh.     6  cts.  per  kwh. 

Minimum  rate,  $1.50 ;  meter  rent,  25  cts. ;  total,  $1.75 
Power — 

First  200  kwh.  10  cts.  per  kwh. 

Next  200  kwh.     8  cts.  per  kwh. 

Next  300  kwh.     6  cts.  per  kwh. 

Next        1,300  kwh.     5  cts.  per  kwh. 

Next        1,000  kwh.     4  cts.  per  kwh. 

Over        3,000  kwh.     3  cts.  per  kwh. 

Less  than  1  h.p,  same  as  lighting  rate 

Minimum  rate,  $1.50;  meter  rent,  25  cts.;  total,  $1.75 
Rates  to  city :    5  cts.  per  kwh.  for  street  lights 
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Greenville  (15,000) 
Municipal  Plant 
Rates : 
Light- 
First  100  kwh.  10       ets.  per  kwh.  $10.00 
Next  200  kwh.     Qi/o  ets.  per  kwh.     19.00 


300  kwh.  29.00 

Next  200  kwh.  .  9       ets.  per  kwh.     18.00 


500  kwh.  47.00 

Next  500  kwh.     SVo  ets.  per  kwh.     42.50 


1,000  kwh.  89.50 

Excess  of  1,000  kwh.     71/2  ets.  per  kwh. 
Minimum  charge,  50  ets.  per  month 
Power — 

First  500  kwh.     4      ets.  per  kwh.     20.00 

Next  500  kwh.     31/2  ets.  per  kwh.     17.50 


1,000  kwh.  37.50 

Excess  of  1,000  kwh.     5       ets.  per  kwh. 
Minimum  charge,  75  ets.  first  h.p.  or  fraction ;  50  ets.  each 
additional  h.p.  or  fraction 

Haskell  (5,000) 
-Haskell  Ice  and  Liaht  Comi^any 

Rates : 
Light— 

15  ets.  per  kwh.  for  first  100  kwh.;  I2Y2  ets  per  kwh.  in 

excess 
Business  rates,  121/0  ets.  per  kwh. 
Power — 

8  ets.  per  kwh. 
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Hearne   (3,000) 
Municipal  Plant 
Rates  to  individuals: 

Light  and  power — 

Minimum,  $1.25,  or  10  cts.  per  kwh.  up  to  100  kwh. 
Over  100  kwh.,  8  cts  per  kwh. 
Rates  to  city:    free 

Henrietta  (3,000) 
Wichita  Falls  Electric  Company 
Rates  to  individuals: 
Light — 
Residences: 

First         20  kwh.  15  cts.  per  kwh. 
Over  20  kwh.  10  cts.  per  kwh. 

Minimum,  $1.25  per  month 
Business : 

First         60  kwh.  15  cts.  per  kwh. 
Next         60  kwh.     8  cts.  per  kwh.  ' 

Next       120  kwh.     6  cts.  per  kwh. 

Next       240  kwh.     4  cts.  per  kwh.  , 

Over       480  kwh.     2  cts.  per  kwh 
Bates  to  city: 

1  500-watt  incandescent,  per  annum  $120 
25  (100  c.p.)  ineandescents,  per  annum  600 
25  (100  c.p.)  ineandescents,  per  annum       12  each 

HiLLSBORO  (6,952*) 
Texas  Power  and  Light  Company 
(For  rates,  see  under  Bonham) 

Honey  Grove  (3,000) 
Texas  Power  and  Light  Company 
(For  rates,  see  under  Belton) 

Houston   (138,076*) 
Houston  Lighting  and  Power  Company 
Rates  to  individuals: 
Light,  9  cts.  per  kwh.  primary;  5  cts.  per  kwh.  secondary; 
10%   discount 


i 
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Power,  (A.C.  Power) 

First  17  kwh.  per  h.p.  installed  5  ets.  per  kwh. 

Next  50  kwh.  per  h.p.  installed  21/0  ets.  per  kwh. 

Over  67  kwh.  per  h.p.  installed  1%  ets  per  kwh. 

Minimum  bill,  25  ets.  per  h.p.  installed 
10%  cash  discount 

Power,   (D.C.  Power) 

First  17  kwh.  per  h.p.  installed  5       ets.  per  kwh. 

Over  17  kwh.  per  h.p.  installed  21/^  ets.  per  kwh. 

Minimum  bill,  25  ets.  per  h.p.  installed 
10%  cash  discount 
Rates  to  city: 

21/2  C'ts.  per  kwh.  for  lighting 

1       ct.     per  kwh.  for  power 
Definition  of  priman^  and  secondary: 

All  charges  for  lighting  consumed  for  residential  purposes  each 
month  shall  be  divided  on  the  bill  into  primary  and  second- 
ary charges,  and  the  methods  of  determining  primary  and 
secondary  energy  shall  be  as  follows :  The  unit  for  measur- 
ing the  amount  of  energy  to  be  charged  for  on  primary  basis 
shall  be  one-fortieth  of  the  number  of  socket  openings  to 
each  residence  served,  and  the  number  of  kilowatt  hours 
charged  for  primary  service  shall  be  30  times  the  unit  inr.s 
attained ;  or,  in  other  words,  the  primary  basis  shall  be.  a.s 
to  each  residence,  the  first  30  hours'  use  in  any  monthly 
period  of  50  per  cent,  of  the  connected  load,  the  connected 
load  being  taken  at  50  watts  per  socket  opening  in  the 
premises  served.  All  energy  used  by  each  residence  in  one 
month  in  excess  of  the  energy  thus  charged  as  primary,, 
shall  be  charged  to  the  customer  as  secondary  consumptioni 
at  secondary  rate 

TIUNTSVILLE  (3,000) 
Huntsville  Electric  Light  and  Power  Company 
Rates  to  individuals : 
Light — 
Metered : 

First     50  kwh.  15       ets.  per  kwh. 

Next   100  kwh.  12"^  ets.  per  kwh. 

Over  150  kwh.  10       ets.  per  kwh. 
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Flat : 

For  one  and  two   connections,  not   metered,  using  50 

watts  per  hr.  per  connection  or  less,  $1.00  (per  month) 

for  one  connection  and  $1.50  for  two  connections  on 

same  premises. 

Such  connections  when  used  for  all  night  service,  $1.75 

for  one,  and  $3.00  for  two. 
Meters  will  be  installed  on  all  premises  using  ov»m'  i  \^   ^ 
connections,  openings  or  sockets,  or  where  more  li 
100  watts  per  hr.  are  consumed. 
jMinimum  charge — 

$2.00   per  month   on   each   meter    installed,    wlieie   iiuitn' 
registers  less  than  13%  kwh.  fc  ttiat  month 
Heating  and  cooking — 

Flat  rate  without  meter,  same  as  flat  fate  foi-  lighting  and 

under  same  conditions 
AYith  meter,  4  cts.  per  kAvh.  with  $2.00  miiumura  to  cover 

service 
When  not  more  than  50  watts  per  hr.  per  appliance  are 
used  and   on  same  meter  as   lights,   rate   same  as  for 
lighting  and  same  conditions  apply 
When  more  than  50  watts  per  hr.  per  appliance  are  used  a 
separate  meter  must  be  installed  and  power  rates  apply 
Moving  picture  film  projections,  mercury  rectifiers  for  elec- 
tric vehicles  or  moving  picture  use,  electric  welding  outfits 
and    similar    large    uses    of    current    necessitate    separate 
meters,  and  power  rates  apply. 

Electric  fan  rates — 

Desk  or  ceiling  fans  in  places  other  than  residences,  and 
where  it  is  impossible  or  inconvenient  to  install  special 
meters : 

8  in.  desk  fan,  per  month  or  fraction  $1.00 
12  in.  desk  fan,  per  month  or  fraction    2.00 
16  in.  desk  fan,  per  month  or  fraction    2.50 
Ceiling  fan,  per  month,  or  fraction        3.00 
Desk  or  ceiling  fans  in  residences  will  be  used  on  same 
meter  and  subject  to  same  rates  as  lights  on  the  premises. 
Rates  to  citv  :     same 
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Jacksonville  (3,723*) 
Jacksonville  Electric  and  Ice  Company 
Eates  to  individuals : 
Light— 

20   cts.  per  kwh. — $1.50  minimum;  also  7  cts.  per  kwh. 
with  $1.50  minimum  plus  fixed  charges.     Fixed  charge 
determined  at  the  rate  of  30  cts.  per  100  watts  in  lamps 
•     only  connected — 500  watts  minimum 
Power — 

7  cts.  per  kwh.  $1.00  per  h.p.  minimum 

Special  rates  to  large  consumers — 7  cts,     to    4    cts.    with 

special  minimum 
Consumers  may  have  choice  of  the  two  light  rates. 
Bills  subject  to  10%  discount,  if  paid  on  or  before  10th  of 
month 
Rates  to  city : 

97  (40-c.p.  series  Mazda "i  lamps 
5   (80-c.p.  series  ]\[azda)  lamps 

102  lamps  in  street  lighting  circuit  $137.20  per  montli 
Companj'  maintains  equipment  and  lamp  renewals. 

Jefferson  (3,000) 
Jefferson  Ice  and  Light  Company 
Rati^: 

First  5  kwh.  $1.00 
Over  5  kwh.  15  cts.  per  kwh. 

Discount  of  1  ct.  per  kwh.  for  prompt  payment  for  each  kwh. 
over  the  minimum  of  5  kwh. 

KiNGSVlLLE  (6,000) 
Texas  Gas  and  Electric  Company 


15  cts.  per  kwh. 
13  cts.  per  kwh. 
10  cts.  per  kwh. 

8  cts.  per  kwh. 

7  cts.  per  kwh. 

6  cts.  per  kwh. 


Rates : 

Light- 

First 

25  kAvh. 

Next 

25  kwh. 

Next 

50  kwh. 

Next 

200  kwh. 

Next 

200  kwh. 

Over 

500  kwh. 
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Power  (small  consumers)- — ■ 

First      100  kwh.  10  ets.  per  kwli. 

Next      100  kwh     9  ets.  per  kwh. 

Next     100  kwh.     8  ets.  per  kwh. 

Next     100  kwh.     7  ets.  per  kwh. 

Next     100  kwh.     6  ets.  per  kwh. 

Over     500  kwh.     5  ets.  per  kwh. 
Power  (large  consumers)  — 

This  rate  is  governed  bj"  amount  of  power  required,  hours 
run  and  h.p.  installed. 

Lampasas  (3,000) 
Lampasas  Light  and  Power  Company- 
Rates  : 

20  ets.  per  kwh.  up  to  75  kwh. ;  above  75  kwh.  15  ets,  per 

kwh. 
Large  users  15,  12,  10  and  8  ets.  per  kwh. 

Laredo  (22,710*) 
Laredo  Electric  and  Railway  Company 
Rates  to  individuals: 
Light  (rates  net) — 

First  25  kwh.  16  ets.  per  kwh. 
Next  25  kwh.  14  ets.  per  kw^h. 
Next  50  kwh.  12  ets.  per  kwh. 
Next  100  kwh.  10  ets.  per  kwh. 
Next  500  kwh.  8  ets.  per  kwh. 
Over  1,000  kwh.  6  ets.  per  kwh. 
Minimum,  $1.00 
Powder — 

$1.00  per  connected  h.p.  plus  1  ets.  per  kwh. 
Fans,  6  ets.  per  kwh. ;  $1.00  minimum 
Rates  to  city : 

32-e.p.  incandescents,  each  $1.30 

LOCKHART    (5,000) 

Citizens  Light  and  Water  Company 
R^tes : 

Residence — 

^Minimum,  $1.00 
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First       25  kwh.  15  cts.  per  kwh. 

Next       25  kwh.  10  cts.  per  kwh. 

Next       50  kwh.  8  cts.  per  kwh. 

Over     100  kwh.  6  cts.  per  kwh. 
Business — 

Minimum,  $2.00 

First       50  kwh.  10  cts.  per  kwh. 

Next       50  kwh.  8  cts.  per  kwh. 

Over     100  kwh.  6  cts.  per  kwh. 
Rates  to  city: 

Street  lights,  $1.00  per  month,  per  60  c.p.  lamp 

LoxGViEw  (5,713*) 
Longview  lee  and  Light  Company 

Eates  to  individuals : 
Light- 
First       25  kwh.  12  cts.  per  kwh. 
Over       25  kwh.     8  cts.  per  kwh. 
Power — 

For  power  service  for  motors  having  a  rated  capacity  in 
excess  of  one  and  one  half  kw.  per  hr.  as  follows:  $1.50 
fixed  charge  per  kw.  maximum  demand  each  month,  plus 
meter  rates  as  follows: 
First     60  kwh.,  per  kw.  of  maximum  demand  6  cts.  per 

kwh. 
Next  120  kwh.,  per  kw.  of  maximum  demand  4  cts.  per 

kwh. 
Next  240  kwh.,  per  kw.  of  maximniii  domand  2  <'ts.  per 

kwh. 
Over  420  kwh.,  per  kw.  of  maximum  demand  1  ct.     per 
kwh. 
Discounts  allowed : 

On  portion  of  monthly  bill  in  excess  of  $50  and  under 

^100—10%  :  in  excess  of  $100  and  under  $200—20%  ; 

in  excess  of  $200  and  under  $400—30%  ;  in  excess  of 

$400  and  under  $800 — 10%  ;  in  excess  of  .$800—50%. 

Rates  to  city: 

4  cts.  per  kwh.  for  lights:  3  cts.  per  kwli.  for  power 
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LuFKiN   (4,878*) 
Lufkin  Electric  Light  and  Power  Company 

Rates  to  individuals : 

Light,  20  cts.  to  5  cts.  per  kwh.;  $2.00  minimum 

Power,  121/2  cts.  to  31/2  cts.  per  kwh. 
Rates  to  city : 

7  arcs  at  $7.00  per  month  each 

Marlin    (5,500) 
Central  Texas  Ice  and  Light  Company 
Rates : 
Light — 

First  20  kwh.  12  cts.  per  kwh. 
Next  200  kwh.  10  cts.  per  kwh. 
Next  200  kwh.  8  cts.  per  kwh. 
Over  420  kwh.  5  cts.  per  kwh. 
Power — 

From  71/^  cts.  to  3  cts.  per  kwh. 
Street  lights,  $1.00  per  light 

Marshall   (14,271*) 
Marshall  Electric  Company 
Rates  to  individuals: 
Light- 
First       25  kwh.  15  cts.  per  kwh. 
Over       25  kwh.  11  cts.  per  kwh. 

Discount :   1  ct.  per  kwh.,  making  rates  14  cts.  and  10  cts. 
Power — 

6  cts.  to  11/2  cts.  per  kwh. 
Rates  to  city : 

430-watt  arcs,  each,  $78.00  per  annum ;  40-c.p.  incandescents, 
$12.50  each,  per  annum. 

Mart  (4,000) 
Home  Light  and  Power  Company 
Rates : 
Lights — 

18  cts.  and  13  cts.  per  kwh. 
Power — 

6  cts.  per  kwh. ;  fans,  8  cts.  per  kwh. 
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MoKiNNEY    (6,677*) 
Texas  Power  and  Light  Company 
(For  rates,  see  under  Bonham) 

Merkel   (2,000) 
Merkel  Power  Company- 
Rates  : 
Light- 
First       50  kwh.  18  cts.  per  kwh. 
Next      150  kwh  17  cts.  per  kwh. 
Over     200  kwh.  15  cts,  per  kwh. 
Discount  1  ct.  per  kwh.  for  prompt  payment 
Minimum  charge,  $1.50  per  month,  per  meter 
Cooking  and  heating — 

First       10  kwh.  11  cts.  per  kwh. 
Over       10  kwh.  314  cts.  per  kwh. 
Discount  %  et.  per  kwh.  for  prompt  payment 
Minimum  charge,  $21  per  year 

Mexia    (4,300) 
Mexia  Water,  Light  and  Power  Company 
Rates: 

20  cts.,  15  cts.,  10  cts.,  and  5  cts.  per  kwh. 

Midland  (2,500) 
Midland  Liglit  Company 
Rates  to  individuals : 
Light — 
First     100  kwh.  20       cts.  per  kwh. 
Over     100  kwh.  I21/2  cts.  per  kwh. 
Power — 

5       cts.  per  kwh.  charged  for  power  used  by  motors 
314  cts.  per  kwh,  charged  for  heating  current  for  stoves 
Rates  to  city: 

$2.50  each,  for  125-watt  street  lights 

Mineral  Wells  (10,000) 
Mineral  Wells  Electric  Company 
Rates : 
Lights — 

7  to     50  kwh.  15       cts.  per  kwh. 
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50  to  100  kwh.  14  cts.  per  kwh. 
100  to  200  kwh.  13  cts.  per  kwh. 
200  to  300  kwh.  12  cts.  per  kwh. 
300  to  500  kwh.  10  cts.  per  kwh. 
500  to  700  kwh.  8  cts.  per  kwh. 
Over  700  kwh.  7i/l>  cts.  per  kwh. 
Minimum  charge,  $1.00 
Where  ceiling  fans  and  lights  are  on  the  same  meter,  the 

following  combinations  obtain : 
7  to     50  kwh.  14  cts.  per  kwh. 
50  to  100  kwh.  12  cts.  per  kwh. 

100  to  200  kwh.  11  cts.  per  kwh. 

200  to  500  kwh.  10  cts.  per  kwh. 

Over    500    kwh.    in    one    month   according    to    the    first 

schedule  listed 
Power — 

10  cts.  per  kwh.  up  to  500  kwh.  with  a  minimum  of  $1.50 

for  factories  with  day  load  only,  a  special  rate  graduated 

down  to  3*  cts.  per  kwh.  for  2,500  kwh.  or  over  per  month 

— this  rate  being  $1.00  per  h.p.  connected  load 

Mt.  Pleasant  (4,000) 
Texas  Public  Service  Company 
Rates  to  individuals : 
Light — 

15  cts.  to  8  cts.  per  kwh. 
'    Power — 

9  cts.  to  4  cts.  per  kwh. 
Rates  to  city : 

'  Street  lights,  etc.,  8  cts.  per  kwh. ;  $50  per  month  minimum 

IS^ACOGDOCHES    (6,000) 

Municipal  Plant 
Rates  to  individuals : 
Light- 
Rates  based  on  connected  load — average  about  13^/^  cts. 
per  kwh. 
Power — 

Rates  average  about  8  cts.  per  kwh. 
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Rates  to  city: 

City  estimates  street  lighting  service  at  $1.50  per  lamp  per 
month;  average  about  11  ets.  per  kwh. 

Navasota  (5,060*) 
Intermountain  Railway,  Light  and  Power  Company 
Rates : 

First  50  kwh.,  15  ets..  per  kwh.;  minimum  $1.50  per  month 
To  consumers  using,  during  any  month,  more  than  50  kwJi. 
but  less  than  1,000  kwh.  the  rate  shall  not  exceed  10  ets. 
per  kwh. 
To  consumers  using,  during  any  month,  1,000  kwh.  or  more, 

the  rate  shall  not  exceed  lYo  ets.  per  kwh. 
A  monthly  minimum  of  $1.50  may  be  charged  all  consumers 
Temporary  raise  of  25%  effective  December  1,  1918  to  Deeem- 
ber  1,  1919 

New  Braunfels  (4,000) 
(1)  Landa  Electric  Light  and  Power  Company 
Rates : 
Light- 
Residence: 
First  25  kwh.  15       ets.  per  kwh. 
Over   25  kwh.  12i/o  ets.  per  kwh. 
Minimum,  $1.00 
Business : 
First  25  kwh.  131/2  ets.  per  kwh. 
Over   25  kwh.  II14  ets.  per  kwh. 
Minimum,  $1.00 

Optional  commercial  rate.  15  ets.  per  outlet  in  use,  plus 
consumer's  charge  of  $1.00  per  month,  plus  6  ets.  per 
kwh.  for  all  current  used  during  month 

Power  — 

Up  to  one  h.p..  15  ets.  per  kwh. ;  $1.00  per  month  minimum 
One  h.p.  and  over,  5  ets.  per  i<\vh..  $2.00  per  month  minimum 
Cooking  and  heating  rate  :  3  ets.  per  kwh. ;  $2.00  per  month 
minimum 

(2)   Municipal  Plant 
Furnishes  lights  for  streets  only 
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Orange  (9,212*) 
Orange  Ice,  Light  and  Water  Company- 
Rates  to  individuals : 

Light- 
First       50  kwh.  15  cts.  per  kwh. 
50     to  500  kwh.  10  cts.  per  kwh. 
Over     500  kwh.     8  cts.  per  kwh. 
Power — 

6  cts.  per  kwh,  for     20  h.p.  demand 
5  cts.  per  kwh.  for     20  to     30  h.p.  demand 
4  cts.  per  kwh.  for     30  to     50  h.p.  demand 
3  cts.  per  kwh.  for     50  to  200  h.p.  demand 
2  cts.  per  kWh.  for  200  h.p.  or  over 
50  cts.  per  month  minimum  for  each  h.p.  connected 
Minimum  charge  for  current,  $1.50  per  month  where  capa- 
city demand  does  not  exceed  250  w^atts ;  if  over  250  watts 
capacity  demand  minimum  rate  to  be  equivalent  to  20 
cts.  per  month  for  each  50  watt  lamp  or  its  equivalent 
Cash  deposit  required  for  connection 
5%  discount  for  payment  within  10  days 

Rates  to  city : 

100  (80-c.p.)  street  service  lamps,  $1.50  each  per  month 

Palestine    (12,500) 
Texas  Power  and  Light  Company 
Rates  to  individuals : 

Light- 
First    20  kwh.  131/2  cts  per  kwh. 
Over   20  kwh.     7I/2  cts.  per  kwh. 
Plus  15%  on  amounts  exceeding  50  kwh. 
Rates  to  city: 

80-c.p.  lights  dusk  to  dawn,  $1.5§  each  per  month 
40-c.p.  lights  dusk  to  midnight,  75  cts.  each  per  month 

Paris  (14,000) 
Texas  Power  and  Light  Company 
(For  rates,  see  under  Bonham) 
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Plain  VIEW  (5,000) 
Texas  Utilities  Company- 
Rates  : 

Light—  '  * 

Residences : 

First  20  kwh.  13  cts.  pe^  kwh. 
Next  10  IvAvh.  11  cts.  per  kwh. 
Over  30  kwh.  6  cts.  per  kwh. 
For  stoves  5  cts.  per  kwh. 

Business : 

First     50  kwh.  13  cts.  per  kwh. 
Next     50  kwh.  11  cts.  per  kwh. 
Over    100  kwh.     9  cts.  i)ei-  kwli. 
Discount   of   1   ct.   per   kwh.  if  paid   by   the   lOtli    of  the 
month 
Power — 

First     22  kwh.  1  h.p.  connected  load  8  cts.  pier  kwh. 
Next     22  kwh.  6  cts.  per  kwlu 

Over     44  kwh.  4  cts.  per  kwh. 

5%  discount  if  paid  by  10th  of  month 
Minimum  charge,  75  cts.  per  h.p. 

Port  Arthur  (22,241*) 
Eastern  Texas  Electric  Company 
Rates  to  individuals: 
Light- 
First       20  kwh.  12  cts.  per  kwh. 
Next     180  kwh.     8  cts.  per  kwh. 
Next  1,800  kwh.     6  cts.  per  kwh. 
Over  2,000  kwh.     3  cts.  per  kwh. 

Prompt  payment  discount,  5%  when  bills  are  paid  on  or  be- 
fore the  sixth  of  month 
Power — 

First  200  kwli.  6  cts.  per  kwh. 
Next  800  kwh.  4  cts.  per  kwh. 
Next  6,500  kwh.  3  cts.  per  kwh. 
Over  7,500  kwh.     2  cts.  per  kwh. 

Prompt  payment  discount,  ^%  on  first  $25;  1%  on  all  ex- 
cess, when  bills  are  paid  on  or  before  the  sixtli  ..f  inonlh 
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Rates  to  city. 

18  arc  lamps,  $100  per  lamp  per  annum 
262  incandescent  lamps.  $13  per  lamp  per  annum 

QUANAH    (4,000) 
Quanali  Light  and  Ice  Company 
Rates: 
Light— 

$1.50  per  month  for  10  kwh. 
Above  10  kwh.,  15  ets.  per  kwh. 
Minimum,  $1.50 

Rockdale  (4,000) 
Texas  Power  and  Light  Company 
(For  rates,  see  under  Belton) 

San  Angelo  (16,000) 
San  Angelo  Light  and  Power  Company 
Rates : 
Light— 

For  lighting  service  used  principally  in  the  early  evening 
hours  (from  dusk  to  9  p.m. — minimum  bill,  $1.00  per 
month) 

1  to      150  kwh.  15  ets.  per  kwh. 
150  to      300  kwh.  12  ets.  per  kwh. 
■   300  to  1,000  kwh.     8  ets.  per  kwh. 
For  lighting  service  used  mainly  five  hours  a  day  and  on 
peak  load  time : 

1  to  150  kwh.  12  ets.  per  kwh. 
150  to  300  kwh.  10  ets.  per  kwh. 
300  to  1,000  kwh.     8  ets  per  kwh. 

It  should  be  noted  that  the  above  quantities  of  current  are 
figured  separately  in  steps.  For  instance,  in  Schedule 
Xo.  1,  the  cost  of  300  kwh.  is  $40.50,  the  sum  of  $22.50 
and  $18.00,  and  likewise  calculated  for  any  amount  of 
current 
Power — meter  rates — 

1  to        50  kwh.  10  ets.  per  kwh. 
50  to      150  kwh.     8  ets.  per  kwh. 


I 

li 
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.300  to  2.000  kwh.     5  ets.  per  kwh. 

Over     2,000  kwh.     special  rates 

Above  rates  apply  for  day  service,  power,  heating,  etc. 

The  rule  explained  above  for  estimating  light  bills  applies 
also  for  the  above  power  rates. 

The  minimum  charge  on  power  connections  is  $1.00. per 
month  per  h.p.  of  the  motors  or  apparatus  connected. 
No  power  service  on  motor  less  than  .$1.50  per  month 

The  minimum  rate  on  any  business  house  with  6  16-c.p. 
lights  or  equivalent  connected  number  of  lights,  $1.50 
per  month 

Eesidence  consumers  using  50  kwh.  or  more  per  mouth, 
where  50%  of  current  is  used  for  heating  or  other  serv- 
ice, shall  be  entitled  to  a  reduction  of  3  cts.  per  kwh. 
from  the  Schedule  No.  1  above 

Electric  range  rate  for  electric  ranges  and  heating  appli- 
ances 214  cts.  per  kwh.  plus  30  cts.  per  month  per  kwh. 
connected 

Minimum,  $2.00  per  month 

Sax  Axtonio  (161,308*) 
San  Antonio  Gas  and  Electric  Company 
Rates: 
Light- 
First        25  kwh.  10  cts.  per  kwh. 
.     Next        75  kwh.     8  cts.  per  kwh. 
Next      900  kwh.     7  cts.  per  kwh. 
Next  2,000  kwh.     6  cts.  per  kwh. 
Over  3,000  kwh,     5  cts.  per  kwh. 

Above  rates  are  subject  to  10%   discount  if  paid  before 
last  discount  day;  otherwise  gross  rate  will  be  charged. 
Minimum  monthly  charge  per  meter,  50  cts. 
First        500  kwh.  6  cts.  per  kwh. 
Next       500  kwh.  5  cts,  per  kwh. 
Next     9,000  kwh.  4  cts.  per  kwh. 
Next  10.000  kwh.  3  cts.  per  kwh. 
Above  rates  subject  to  10%  discount  if  paid  before  last 

discount  day;  otherwise  gross  rate  charged. 
Minimum  monthly  charge  per  motor,  50  cts. 
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Sign  and  display  lights:  Flat  rates  for  sign,  windcnv  and 
outline  lights  only,  including  patrol  service  for  turning 
lights  on  and  off.  Jt  is  preferable  to  connect  display  lights 
to  regular  house  meter,  so  the  regular  "sliding  scale"  of 
rates  will  be  applied  on  the  total  consumption.  In  that 
case,  an  additional  charge  of  50  cts.  per  switch  will  l)e 
made  for  throwing  switch  on  and  off. 
Fan  rates:  Flat  rates  on  fans  have  been  discontinued;  all 
fans  must  be  on  meter.  The  above  schedule  of  power 
rates  will  be  applied  on  fill  fan  meters. 
Factory  power  rates :  A  spe(5ial  power  rate  known  as  a 
"demand  rate"  applicable  to  motors  running  under  a  high 
"load  factor"  or  in  other  words,  during  a  large  number 
of  hours  every  day.  This  rate  is  applicable  only  to  alter- 
nating current  motors  supplied  from  overhead  systems, 
those  installations  supplied  from  underground  systems 
being  expressly  excluded.     This  rate  is  as  follows : 

11/2  cts.  per  kwh.  for  the  first  1,000  kwh.  and  1  ct.  per 
kwh.  for  all  current  used  in  addition,  plus  $2.00  per 
month  per  kw.  demand.  The  demand  is  figured  on  the 
following  basis : 

From  1  to  10  kw.  rated  capacity  where  only  one  motor 
,  is  used,  90%  of  the  rated  capacity  of  the  motor. 

From  1  to  10  kw.  rated  capacity  where  more  than  one 
motor  is  used,  80%    of  the  rated  capacity  of  the 
motors. 
And  in  addition  to  the  charge  for  the  first  10  kw.  for 
all  installations  above   10  kw.,   70%    of  the  rated 
capacity  of  the  motor.. 
Above  rates  subject  to  10%   discount  if  paid  before 
last  discount  day. 
Note ;    In  case  more  than  one  meter  is  set  for  any  consumer, 
the  consumption  of  the  various  meters  will  not  be  added  to- 
gether to  get  the  quantity  rate,  but  each  meter  will  be  figured 
separately.     Consequently,  all  buildings  should  be  wired  and 
piped  for  the  minimum  number  of  meters  possible  if  the  con- 
sumer wishes  to  obtain  the  quantity  rate. 
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San  Marcos  (6,000) 
San  Marcos  Utilities  Company 

Rates  to  individuals: 
Light— 
Flai  rate: 

All  night  lights,  $1.00  per  16  c.  p.  light  per  month,  within 
the  fire  limits 
Fans — Ceiling  fans,  $3.00  per  month,  each;  desk  fans,  $1.50 

per  month,  each 
Metered  service :  15  cts.  to  10  cts.  per  kwh. 

For  each  consumer  at  the  rate  of  15  cts.  per  kwh.  for  the 
first  two  kwh.  for  each  16  c.  p.  lamp  or  its  equivalent  in- 
stalled for  said  consumer;  then  12  cts.  per  kwh.  for  the 
next 'two  kwh.  for  each  16  c.  p.  light  or  its  eqaiivalent  in- 
stalled for  such  consumer;  and  10  ots.  per  kwh.  for  all 
ov§r 
Eates  to  city : 

$12  per  lahip  per  annum 


Seguin  (5, 

000) 

?  O  ^i^C3    • 

Municipal  ] 

Plant 

taxes : 
Light 

First 

25  kwh. 

15  cts. 

per  kwh. 

Next 

25  kwh. 

13  cts. 

per  kwh, 

Next 

25  kwh. 

11  cts. 

per  kwh. 

Next   ■ 

25  kwh. 

9  cts. 

per  kwli, 

Over 

100  kwh. 

7  cts. 

per  kwii. 

Power — 

First 

25  kwh. 

10  cts. 

per  kwh. 

Next 

25  kwh. 

8  cts. 

per  kwh 

Next 

25  kwh. 

6  cts. 

per  kwh 

Next 

25  kAvh. 

4  cts. 

per  kwh 

Over 

100  kwh. 

2  cts. 

j)('r  kwh 

Range 

rate 

3  cts. 

per  kwh 
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Seymour  (3,000) 
Seymour  ]\Iill,  Light  and  Elevator  Company- 
Rates  to  indi^dduals : 

15  cts.  per  kwh. 
Eates  to  city : 

$2.00  each  for  street  lights^  regular  rates  for  ottier  purposes 

Sherman  (15,031*) 
Texas  Power  and  Ijight  Company 

(For  rates,  see  under  Bouliam) 

SMITHVILLfe    (4,000) 

Smith\'iUe  Electric  Light,  AVater  and  Power  Company 

Rates  to  individuals: 
Light — 

Residence,  10  cts.  per  kwh.;  $1.50  minimum;  25  cts.  meter 

rent  per  month 
Business,  5  cts.  to  10  cts.  per  kwh. ;  $2.50  minimum ;  25  cts. 
meter  rent  per  month 
Power — 

Motor,  5  cts.  to  10  cts.  per  kwh. ;  $1.00  per  h.  p.,  minimum 
25  cts.  meter  rent  per  month 
Rates  to  city: 

$1.75  per  month  for  each  80-c.  p.  series  Mazda  l&mp  or  its 

equivalent 
Company  maintains  line  and  supplies  renewals 

Snyder  (3,500) 
Snyder  Light,  Ice  and  Power  Company 

Rates  to  individuals : 
Light — 

12  cts.  to  15  cts.  per  kwh., "metered  service;  $2.00  minimum 
for  residences 
Power — 

6  cts.  per  kwh. 
Rates  to  city: 
Average  $1.75  per  month  for  each  60-c.  p.  light 
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Stamford    (3.004*) 
Stamford  Gas  and  Electric  Company 
Rates  to  individuals : 
Light— 

15  cts.  per  kwh. ;  miiiinnnn,  $1.75  (25  cts.  meter  rent,  $1.50 
mininjum  consumption  charge)  ;  10%   discount  for  pay- 
ment -N^dthin  10  days 
Power — - 

10  cts.  to  4  cts.  per  kwh. 
Eates  to  city : 

104  (40-c.p.  series)  street  lamps,  $117.50  per  annum 

Stephenville  (3.000) 
Stephen\ille  Light  Company 
Rat«s  to  individuals: 

Residence — 20  cts.  per  kwh.;  20%  discount 
Business  — 15  cts.  per  kwh.;  10%  discount 
Rates  to  city: 

Same-  as  to  business  houses 

Sulphur  Springs  (5,558*) 
B.  F;  Ashcroft  and  Sons 

Rates  to  individuals: 

Light —  ' 

15  cts.  per  kwh. 
Rates  to  city: 
Light- 
Arcs,  $5.75  each  per  month ;  40-c.  p.  each  90  cts.  per  month 

Swt:et\vater  (7,500) 
West  Texas  Electric  Company 

Rates : 

Schedule  "A" — Residential   lighting — Meter  Rate:   Iia.^^cd   on 
connected  lighting  load  only 
For  residences  ha%'inL'-  a  connected  lighting  load  of  one  kw. 

or  less : 
Fii^t  20  kwh.     18  cts.  per  kwh. 
Over    20  kwh.     10  cts.  per  kwh. 
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For  residences  having  a  connected  lighting  load  lof  more 
than  one  kw. : 

First  40  kwh.     18  ets.  per  kwh. 

Over   40 "kwh.    -10  cts.  per  kwh. 

Discount  of  10%  if  bills  are  paid  within  10  days  from  date 
of  billing 

Minimum  monthly  charge,  $1.00;  no  discount  allowed  on 
minimum  monthly  charge 

In  determining  the  connected  load,  each  socket  comiected 
will  be  considered  as  equivalent  to  50  watts.  Flat  irons 
toasters,  sewing  machine  motors  or  other  domestic  elec- 
tric appliances  will  not  be  considered  as  connected  load. 
Schedule  ' '  B " ' — Commercial  lighting — Meter  Rate  : 

First      60  kwh.  per  kw.  of  maximmn  demand,  18  cts.  per  kwh. 

Next       60  kwh.  per  kw.  of  maximum  demand,  10  cts.  per  kwh. 

Next    120  kwh.  per  kw.  of  maximum  demand,    6  cts.  per  kwh. 

Next    240  kwh.  per  kw.  of  maximum  demand,    4  cts.  per  kwh. 

Over    480  kwh.  per  kw.  of  maximum  demand,    2  cts.  per  kwh. 

(For  rest  of  Schedule,  see  Schedule  "B"  under  Brown- 
wood)  Schedule  "F":  (See  Schedule  "F"  under  Brown- 
wood) 

Taylor  (12,000) 
Texas  Power  and  Light  Company 

(For  rates  see  under  Bonham) 

Teague  (4,000) 
Telluride  Power  Company 

Rates  to  individuals : 
Lig-ht— 
Residences : 

First     50  kwh.     16       cts.  per  kwh. 
Over     50  kwh.     16       cts.  per  kwh. 
Business : 

First  50  kwh.  ISV^  ets.  per  kwh. 
Next  50  kwh.  lOVo  cts.  per  kwh. 
Over  100  kwh.       9i/^  cts.  per  kwh. 
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Power  motors — 

First     20  kwh.     101/2  cts.  per  kwh. 
.    Xext      20  kwh.       8      ets.  per  kwh. 
Over     40  kwh.       6      ets.  per  kwh. 
Pans — 

Business  rate  on  meters 
Flat  rate: 

First  fan,  $4.00 
Each  additional  fan,  $3.50 
Rates  to  citv : 

Street  li^ihts,  2  cts.  per  watt,  per  month,  connected  load  ;  lamps 

furnished;  moonlight  schedule 
Any  flat  rate,  such  as  sign  lightincr  from  dusk  to  11  p.  in.  1% 

cts.  per  watt  per  month  connected  load 
From  dusk  to  12  midnight,  2  ets.  per  watt  per  month  con- 
nected load 
All  night  service,  3  cts.  per  watt  per  montli  connected  load 

Temple  ( 11,033*)  t 
Texas  Power  and  Light  Company 
(For  rates,  see  under  Bonham) 

Terrell  (8,000) 
(1)  I\Iunicipal  Plant 
Ea,tes : 

The  maximum  rate  charged  light  consumers  is  12  cts.  per  kwh. 
The  average  is  about  8  cts.  Sliding  scale  in  operation.  Av- 
erage rate  charged  power  consumers  is  about  5  ct.s.  per  kwh. 
Meter  rent,  25  cts.;  minimum  charge,  50  cts.;  no  discount 

(2)   Terrell  Electric  Light  Company 
Rates : 

Schedule  "A" — Residential  li.L;hting— Meter  Kate: 
Based  on  connected  lighting  load  only 

For  residences  having  a  coiniected  li'Jiting  load  of  one  kw. 
or  less: 

First  20  kwh.     12 Vo  cts.   per  kwh. 
Over    20  kwh.       7       cts.  per  kwh. 

Discount  of  10%   if  bills  are  paid  within  10  days  from 
date  of  billing 


tSee  "Addenda",  p.  ISf.  for  changes  and  additions. 
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Minimum  monthly  charge,  50  cts. 

In  determining  the  connected  load  each  socket  comiected 
vciW  be  considered  as  equivalent  to  50  watts.    Flat  irons, 
toasters,  sewing  machine  motors  or  other  domestic  elec- 
tric appliances  will  not  be  considered  connected  load. 
Schedule  "B" — Commercial  lighting — Meter  Eate  : 
First  60  kwh.  per  kw.  of  maximum  demand.  1214  cts.  per  kwh. 
Next    60  kwh.  per  kw.  of  maximum  demand,    7      cts.  per  kwh. 
Next  120  kwh.  per  kw.  of  maximum  demand,    6      cts.  per  kwh. 
Next  240  kwh.  per  kw.  of  maximum  demand,    4      cts.  per  kwh. 
Over  480  kwh.  per  kw.  of  maximum  demand,    2      cts.  per  kwh. 
Following  discounts  allowed:    On  that  portion  of  sum  iji 
excess  of  $25  and  less  than  $50 — 5  %  ;  in  excess  of  $50  and 
less  than  $100 — 10%  ;  in  excess  of  $100  and  less  than 
$150—15%  :  in  excess  of  $150  and  less  than  $200—20%  : 
in  excess  of  $200  and  less  than  $250 — 25%  ;  in  excess  of 
$250—30%.    Less  an  additional  discomit  of  10%  if  paid 
within  10  days  from  date  of  billing. 
^Minimum  monthly  charge,  except  on  halls  and  hotels,  50  cts. 
Minimum  monthly  charge  on  halls  and  hotels,  $2.00 
No  discount  allowed  on  minimum  monthly  charge 
(For  rest  of  schedule,  see  Schedule  "B'*  under  Brown  wood) 
Schedule   "  D ' ' — Advertisilig   and   street   lighting — flat   rate : 
Advertising  lighting*:  (a)  For  electric  service  which  may  be 
used  for   signs,   awnings,   outline,    display  window   and 
spectacular  lighting,  every  night  as  shown;  company  at 
its  expense  to  install  and  maintain  all  Aviring,  fijxtures, 
and  lamps 

Du 

11  ; 
21/2  watt  lamp  per  month  $ 

watt  lamp  per  month 
7^  watt  lamp  per  month 

watt  lamp  per  month 

watt  lamp  per  month 

watt  lamp  per  month 

watt  lamp  per  month 

watt  lamp  per  month 

watt  lamp  per  month 


Each 

2 

Each 

5 

Each 

7 

Each 

10 

Each 

25 

Each 

40 

Each 

50 

Each 

60 

Each 

75 

5k  to 

Dusk  to 

3.  m. 

Da^ATi 

.045 

$  .07 

.08 

.13 

.12 

.19 

.15 

.25 

.35 

.58 

.52 

.87 

.63 

1.06 

.74 

1.24 

.90 

1.40 

1.14 

1.30 

2.10 

3.45 

2.97 

4.80 

3.79 

6.00 

4.52 

7.00 

5.60 

8.83 

6.12 

9.67 
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Each     100  watt  lamp  per  month 

Each     200  watt  lamp  per  month 

Each     300  watt  lamp  per  montli 

Each     400  watt  lamp  per  month 

Each     500  watt  lamp  per  month 

Each     750  watt  lamp  per  month 

Each  1,000  watt  lamp  per  month 
Less  10%  disconnt  if  paid  within  10  days  from  date  of 
billing 

(b)  For  electric  service  which  may  be  used  for  awninps, 
outline  display,  window  and  spectacular  lijrhtinc:,  every 
night  as  shown;  company  to  install  and  maintain  all  wir- 
ing, fixtures  and  lamps  at  its  own  expense 


Each    40  watt  lamp  per  month 

Each    50  watt  lamp  per  month 

Each    60  Avatt  lamp  per  month 

Each    75  watt  lamp  per  month 

Each  100  watt  lamp  per  month 

Each  200  watt  lamp  per  month 

Each  300  watt  lamp  per  month 

Each  400  watt  lamp  per  month 

Ea,ch  500  watt  lamp  per  month 

Each  750  watt  lamp  per  month 

Each  1,000-watt  lamp  per  month 

Less  10%  discount  if  paid  within  10  days  from  date  of 

billing 
(c)  Street  lighting — for  electric  service  which  may  be  used 
for  municipal  arc  or  incandescent  street  lighting,  or  pri- 
vate street  lighting  every  night  as  shown ;  company  to  in- 
stall and  maintain  overhead  wiring,  fixtures  and  lamps; 
lamps  to  be  Mazda  or  othei-  lamps  of  ecpial  candle  power 


Each  40  c.  p.  lamp  per  month 
Each  60  c.  p.  lamp  per  month 
Each       80  c.  p.  lamp  per  month 


Dusk  to 

Dusk  to 

11  p  m. 

Dawn 

.$  .70 

$1.11 

.83 

1.24 

.91 

1.40 

1.08 

1.72 

1.40 

2  22 

2.64 

4.22 

3.72 

6.00 

4.74 

7.55 

5.66 

8.88 

7.00 

11.11 

7.66 

12.22 

Dusk  to 

Dusk  to 

Midnii;ht 

Dawn 

$  .75 

$  1.00 

.9S 

1 .25 

1.24 

1.50 

1.50 

2.00 

2.85 

3.80 

3.45 

4.60 

4.70 

6.25 

5.10 

6.80 

6.75 

9.00 

8.25 

11.00 
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Each  lOO  c.  p.  lamp  per  month 
Each  200  c.  p.  lamp  per  month 
Each  250  e.  p.  lamp  per  month 
Each  350  c.  p.  lamp  per  month 
Each  400  c.  p.  lamp  per  mionth 
Each  600  c.  p.  lamp  per  month 
Each  1,000  c.  p.  lamp  per  month 
Above  rates  are  net  and  no  diseonnt  applies 

Schedule  ''F"  (See  Schedule  "F"  under  Brownwood) 
Schedule  "H" — Cotton  gin — Meter  Eate:    meters  will  be  in- 
stalled whenever  desired  and  will  be  removed  upon  written 
request  by  the  consumer  at  the  end  of  the  ginning  season 

Rates  for  energy  used : 

Based  on  monthly  meter  readings,  31/2  cts.  per  kwh. 
Less  a  discount  of  1/2  ct.  per  kwh.  used,  if  bills  are  paid 

within  10  days  from  date  of  billing- 
Minimum  monthly  charge  of  50  cts.  per  h.p.  connected  for 
motors  installed  will  be  made  for  each  month  or  fraction 
thereof  that  meters  are  installed 
No  discount  allowed  en  minimum  monthly  charge 
Lights  furnished  in  connection  with  gin  motor  installa- 
tions are  furnished  from  the  same  meter  and  are  fig- 
ured in  the  connected  load.     This  rate  applies  to  the 
total  gin  installations  only.    AVhere  unloading  fans  only 
are  supplied  they  shall  be  billed  on  Schedule  "  F  " 
Schedule  "I" — Residential  electric  cooking — Meter  Rate 
Heating  and  cooking  rate — for  residential  use  only — service 
measured  by  an  independent  meter 

A  flat  rate  of  30  cts.  per  month  per  kw.  rated  capacity 

of  customer's  current  consuming  apparatus  connected, 

but  in  no  case  less  than  $1.10  per  month  per  customer 

— plus  a  meter  rate  of  2  cts.  per  kwdi.  for  all  energy 

consumed  by  the  customer 

Less  10%  if  paid  within  10  days  from  date  of  billing 

Note :    This  rate  is  made  to  apply  to  electric  cooking  only ; 

however,  it  is  permissible  to  use  an  electric  water  heater 

on  this  rate,  provided  that  a  double  throw  switch  is  so 

connected  that  the  water  heater  and  range  cannot  be  uSed 
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at  the  same  time,  but  that  the  current  is  registered  by 
the  same  meter.  The  use  of  appliaiifcs  or  devices  otlier 
than  range  or  water  heater  will  not  be  permitted  on  this 
rate 

Schedule  "J"— Residential  Lighting,  heating  and  cooking- 
Meter  Rate 

Combination  lighting,  heating  and  cooking  meter  rate  for 
residential  use  only,  where  there  is  a  connected  load  of 
current-consuming  devices  either  in  ranges  or  other  ap- 
pliances of  31/^  kw. 
121/2  ets.  per  kwh.  for  first  15  kwh.  consumed  per  month 

in  a  residence  having  six  rooms  or  less 
For  residences  having  more  than  6  rooms,  12i/j  ets.  per 
kwh.    charged   for   the   number   of   k\jh.    cnnsumod    as 
follows : 

7  rooms — for  first     17  kwh.  i)er  month 

8  rooms — for  next   20  kwh.  per  month 

9  rooms — for  next    22  kwh.  per  month 

10  rooms — for  next  25  kwh.  \)ei'  month 

11  rooms — for  next  30  kwh.  pei-  montli 

12  rooms — for  next  35  kwh.  per  month 

13  rooms — for  next  40  kwh.  i)er  month 

7  ets.  per  kwh.  charged  for  next  25  kwh.  consumed  per 

month  in  each  case;  and  for  all  energy  u^sed  per  month 

in  excess  of  the  above  amounts  consunu'd  at  the  I2Y2 

ets.  rate  and  the  7  ets.  rate,  2  ets.  per  kwh.  charged 

Less  10%  discount  if  paid  within  10  days  from  date  of 

billing 
Minimum  monthly  charge,  $2.00 
No  discount  on  minimum  charge 

Hallways  and  reception  rooms  to  be  counted  as  rooms; 
closets,  basements  and  attics  not  to  be  counted  as  rooms 
Schedule  "K" — commercial  electric  cookin-r  rate— for  heating 
and   cooking  service  only. 

First  30  kwh.  consumed  per  month  per  kw.  rated  capacity 
of  customer's  current-consuming  apparatus,  3Vo  ets.  per 
kwh. 
Next  30  kwh.  2       ets.  per  kwh. 

Next  60  kwh.  1%  ets.  per  kwh. 


142  University  of  Texas  Bulletin 

Next  120  kwh.  1.6  cts.  per  kwh. 
Next  240  kwh.  1.4  cts.  per  kwh. 
Over  480  kwh,  1.25  cts.  per  kwh. 
Less  10%   discount  if  paid  within  10  days  from  date  of 

billing 
Monthly,  minimum  charge  of  $1.00  per  kw.  of  rated  capacity 

of  connected  apparatus 
Note :  Should  customers  desire  to  use  more  than  one  heating 
appliance  (such  as  a  range  and  a  water  heater)  under  this 
rate,  the  appliance  may  be  connected  on  separate  circuits 
by  means  of  a  double  throw  switch  in  order  that  the  ap- 
paratus connected  on  both  circuits  cannot  be  used  at  the 
same  time,  but  so  that  each  circuit  can  be  served  by  the 
same  meter.  Uncjer  these  conditions  the  rated  capacity 
of  customer's  current-consuming  apparatus  shall  be  de- 
termined from  the  circuit  to  which  is  connected  the 
larger  rated  capacity  of  apparatus 
Less  a  discount  of  10%  if  paid  within  10  days  from  date  of 

billing 
Minimum  monthly  charge  of  $1.00  per  kw.  of  rated  capacity 
of  connected  apparatus 
Schedule  "L" — Mill  and  refrigeration — Meter  Rate 

$1.50  per  month  per  kw.  maximum  demand,  plus  an  energy 
charge  for  current  consumed  as  follows: 
First  120  kwh.  per  kw.  of  maximum  demand  per  month 

11/4  cts.  per  kwh. 
Next  120  kwh.  per  kw.  of  maximum  demand  per  month 

1  ct.  per  kwh. 
Next  120  kwh,  per  kw.  of  maximum  demand  per  month 

%  ct.  per  kwh. 
Over  360  kwh,  per  kw.  of  maximum  demand  per  month 

%  ct.  per  kwh. 
Less  discount  of  10%  if  paid  within  10  days  from  date  of 

billing 
Minimum  monthly  charge  of  $1.00  per  h.p.  of  equivalent 
rated   capacity   of   connected   apparatus;   no    discount 
allowed  on  minimum  monthly  charge 
Service  under  this  rate  will  be  available  for  cotton  seed 
oil  mills,  cotton  mills,  flour  mills  and  ice  and  refrigera- 


Rates  to 

individuals 

Minimum,  $1.00 

First 

100  kwh. 

Next 

200  kwh. 

Next 

200  kwh. 

Next 

200  kwh. 
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tion  plants  with  an  installed  capacity  of  not  less  than 
150  h.p.  Contracts  for  service  under  this  rate  will  be 
for  such  a  term  as  may  be  acceptable  to  the  company 
and  will  provide  that  the  customer  will  use  electric 
power  for  its  total  power  requirements  up  to,  but  not 
exceeding,  a  certain  specified  anionnt 

Texarkana  (11,480*) 
Southwestern  Gas  and  Electric  Company 


Gross  Net 

11       cts.  per  kwh.       10       cts.  per  kwh. 
10       cts.  per  kwh.         9       cts.  per  kwli. 
91/4  cts.  per  kwh.         814  cts.  per  kwh. 
9       cts.  per  kwh.         8       cts.  per  kwh. 
Net  rates  apply  when  payment  is  made  within  10  days  of  date 
of  bill  '      • 

Rates  to  city :    $62.50  per  annum,  each,  for  are  lights 

Tyler   (13,000) 
Texas  Power  and  Light  Company 

(For  rates,  see  under  Brownwood) 

Uvalde   (4,000) 
Uvalde  Electric  and  Ice  Company 

Rates  to  individuals: 
Light- 
First        10  kwh.  171/2  cts.  per  kwh. 
Next         15  kwh.  14       cts.  per  kwh. 
Over         25  kwh.  12       els.  per  kwh. 
Power — 

Motors:    fixed  charge  according  to  size  of  motor  and  4  cts. 
per  kwh.;  consumption,  fans  and  very  small  motors.  S  eta. 
per  kwh. 
Rates  to  city:    80  40-watt  incandescent  street  lamps  at  $1.30 
per  month 
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Vernon   (6,000) 
Texas  Public  Service  Company 


Rates : 


Light- 

First 

50  kwh. 

11  cts. 

per  kwh. 

Over 

50  kwh. 

10  cts. 

per  kwh. 

Power  - 

— 

5  cts. 

per  kwh. 

Victoria  (8,000) 

Texas  Gas  and  Electric  Company 

Rates: 

Light — 

Minimum  charge, 

$1.25 

per  month 

First  25  kwh.  14  cts.  per  kwh. 

Next  25  kwh.  13  cts.  per  kwh. 

Next  25  kwh.  11  cts.  per  kwh. 

Next  125  kwh.  10  cts.  per  kwh. 

Next  100  kwh,     9  cts.  per  kwh. 

Next  100  kwh.     8  cts.  per  kwh. 

Next  400  kwh.     7  cts.  per  kwh. 

Over  800  kwh.     6  cts.  per  kwh. 
Power  — 

Minimum  charge  of  $1.00  per  h.p.  per  month  connected  load 

First  .  100  kwh.     8  cts.  per  kwh. 

Next  100  kwh.     7  cts.  per  kwh. 

Next  100  kwh.     6  cts.  per  kwh. 

Next  100  kwh,     5  cts.  per  kwh. 

Over  400  kwh.     5  cts.  per  kwh. 

15  h,p.  connected  load  5  cts.  flat  on  contract 

Waco    (40,000) 
Texas  Power  and  Light  Company 
Rates: 

Schedule  "A"— Residential  Lighting— Metered  Rate: 
First       200  kwh.  10  cts.  per  kwh. 
Next        200  kwh,     9  cts.  per  kwh. 
Over        400  kwh.     7  cts  per  kwh. 
Less  1  ct,  per  kwh.  if  paid  within  10  days 
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Schedule  "B" — Commercial  lighting — :\reter  Rate: 

This  rate  applies  only  where  customer  has  maximum  demand 

of  2  kw.  or  more 
First        60  kwh.  per  kw.  of  maximum  demand  per  month,  10 

cts.  per  kwh. 
Next         60  kwh.  per  kw.  of  maximum  demand  per  month,    G 

cts.  per  kwh. 
Next        120  kwh.  per  kw.  oimaxinuim  demand  per  month,    5 

cts.  per  kwh. 
Next       240  kwh.  per  kw.  of  maximum  demand  per  month,    4 

cts.  per  kwh. 
Over       480  kwh.  per  kw.  of  maximum  demand  per  month,    2 

cts.  per  kwh. 

Following-  discounts  allowed: 

On  portion- of  monthly  bill  in  excess  of  $25  and  under  $50 
— 5%  ;  in  excess  of  $50  and  under  $180 — lO^t  ;  in  excess 
of  $100  and  under  $150— 157r ;  in  excess  of  $150  and 
under  $200—20%  ;  in  excess  of  $200  and  under  $250— 
25% ;  in  excess  of  $250 — 307(  ;  less  additional  discount 
if  bills  are  paid  within  10  days  from  date  of  billing 
Note:  By  maximum  demand  is  meant  the  iiuiximum  of 
kw.  required  by  a  customer  during  a  given  period  of 
time.  For  installations  having  fluctuating  loads,  the 
maximum  demand  will  be  the  nraximum  inuuber  of  kw. 
required  over  a  five  minute  period,  ami  for  installa- 
tions having  steady  loads  the  maximnm  demand  will 
be  the  maximum  number  of  kw.  required  over  a  thirty 
minute  period 

Schedule  "F"  (See  Schedule  "F"  under  Brownwood) 


)  J 


Schedule  "1 

First  500  kwh.  6       cts.  per  kwh. 

Next  500  kwh.  5       cts.  per  kwh. 

Next  1,000  kwh.  4       cts.  per  kwh. 

Over  2,000  kwh.  31/2  cts.  per  kwh. 

Less  1  ct.  per  kwh.  discount  if  paid  within  10  days 

Minimum,  $1.00  per  h.p.  per  month 


I 
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Waxahachie  (7,958*) 
Texas  Power  and  Light  Company 
(For  rates,  see  under  Bonham) 

Weatherford  (6,000) 
Weatherford  Water,  Ice  and  Light  Company 

Rates  to  individuals : 
Retail  rate — 

Formula  for  figuring,  the  rate  charged,  in  this  class,  per 
kwh.  for  any  number  of  kwh.  consumed  each  month,  from 
6  to  100  kwh.  is: 

15 ^r^  equals  rate  per  kwh.  in  cts. 

Wholesale  rate — 


'  Formula  for  figuring  rate  charged,  in  this  class,  per  kwh. 
for  any  number  of  kwh.  consumed  each  month,  from  100 
to  800  kwh.  is: 

10.5  —     ,^    "  equals  rate  per  kwh.  in  cts. 

Special  manufacturer's  rate — 

Formula  for  figuring  rate  charged,  in  this  class,  per  kwh. 

for  any  number  of  kwh.  consumed  each  month  over  800 

kwh.  is: 

2800  ,        ,  II,-* 

3  -^  -, — r-  equals  rate  per  kwh.  ni  cts. 
kwh. 

or — for  a  twelve  months  contract  with  a  monthly  mini- 
mum of  $45  a  rate  of  3  cts.  per  kwh.  is  charged 
Minimum,  $1.00 
JRates  to  city:    ''No  contract,"  $1.50  each  per  month  for  60- 
watt  Mazda  lamps 

Whitewright  (2,000) 
Whitewright  Electric  Company. 
Rates : 

Residence — 

15  cts.  per  kwh.;  minimum,  $1.00 
Business — 

15  cts.  per  kwh.;  minimum,  $1.25 
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Wichita  Falls  (40,079*) 

Wichita  Falls  Electric  Company 
Rates : 

Light- 
Residence  : 
First        20  kwh.  I31/2  cts.  per  kwh. 
Over         20  kwh.  10       cts.  per  kwh. 
Minimum,  $1.00  per  month 
Business : 

First       100  kwh.     7       cts.  per  kwh. 
Next       100  kwh.     6      cts.  per  kwh. 
Over       200  kwh.     5       cts.  per  kwh. 
Minimum,  $1.25  per  month 
Power  — 

''Sliding  scale" 

Yoakum  (5,500) 
Yoakum  Power,  Light  and  Water  Company 
Rates  to  individuals: 
Light — 

Minimum,  $1.11 

First  25  kwh.  15  cts.  per  kwh. 
Next  25  kwh.  14  cts.  per  kwh. 
Next  25  kwh.  13  cts.  per  kwh. 
Next  25  kwh.  12  cts.  per  kwh. 
Next  25  kwh.  11  cts.  per  kwh. 
Next  25  kwh.  10  cts.  per  kwh. 
Next  25  kwh.  9  cts.  per  kwh. 
Next  75  kwh.  8  cts.  per  kwh. 
Next  250  kwh.  7  cts.  per  kwh. 
Power — 

Minimum,  $1.39  for  first  h.p.  connected  load  and  $1.00  for 

each  additional  one  h.p. 
First         60  kwh.     9  cts.  per  kwh. 
Next       140  kwh.     6  cts.  per  kwh. 
Next       200  kwh.     4  cts.  per  kwh. 
Above  rates  net 
Rates  to  city: 

3  cts.  per  kwh.  for  street  lights 


GAS 

(See  explanations,  page  3) 

Abilexe  (10,274*) 

Abilene  Gas  and  Electric  Company 

Natural  gas 

Kates  to  individuals : 

Domestic  ser\nce — 

50  cts.  per  1,000  cu.  ft.  graduated  down  to  20  cts. 

Pressure  boilers — 

Graduated  down  to  17  cts.  per  1,000  cu.  ft. 

Eates  to  city :    No  special  rates 


Alice   (3,500) 


No  gas 


Amarillo    (15,494*) 

Amarillo  Gas  Company  I 

Artificial  gas 

Rat«s: 

Minimum  monthly  charge,  $1.50  per  1,000  cu.  ft. 

Athens  (5,000) 
No  gas 

Austin  (34,876*) 

Austin  Gas  Light  Company 

Artificial  gas 

Kates : 

First  10,000  cu.  ft.,  gross  .  $1.60  per  1,000  ch.  ft. 

Discount  -15  per  1,000  cu.  ft. 

net  1.45  per  1,000  cu.  ft. 

Next  10,000  cu.  ft.  1.20  per  1,000  cu.  ft. 

Over  20,000  cu.  ft.  1.10  per  1,000  cu.  ft. 

Minimum  monthly  bill  75  cts. 


No  gas 
No  gas 
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Ballinger  (2,767*) 
Bay  City  (3,200) 


Beaumont  (40,422*) 
Beaumont  Gas  Light  Company 
Artificial  gas 
Rates  to  individuals : 

$1.25  to  80  ets.  per  1,000  eu.  ft. 
Rates  to  city :    Not  reported 


No  gas 
No  gas 
No  gas 
No  gas 


Beeville  (5,000) 

Belton  (7,320) 

Big  Spring  (4.500) 

BONHAM   (6,008*) 


Bowie   (3,000)  t 

North  Texas  Gas  Company 

Natural  gas 

Rates :                                          Gross  Net 

First           20,000  cu.  ft.         50  cts.  45  ets.  per  1,000  eu.  ft. 

Nest           20,000  cu.  ft.         45  cts.  40  cts.  per  1,0<X>  cu.  ft. 

Next           60,000  cu.  ft.         40  cts.  35  cts.  per  1,000  cu.  ft. 

Next          150,000  cu.  ft.         35  cts.  30  cts.  per  1,000  cu.  ft. 

Next         250,000  cu.  ft.         30  cts.  28  cts.  per  1,000  cu.  ft. 

Next         500,000  cu.  ft.         28  cts.  26  cts.  per  1,000  cu.  ft. 

Next       1,000,000  cu.  ft.         27  .cts.  25  cts.  per  1.(}(X)  cu.  ft. 

Next       3,000,000  cu.  ft.         25  cts.  24  cts.  per  1.000  cu.  ft. 

Next       5,000,000  cu.  ft.         24  cts.  23  cts.  per  l.CXX)  cu.  ft. 

Next     10,000,000  cu.  ft.         23  ets.  22  cts.  per  1,(HX)  c^i.  ft. 

All  over  20,000,000  cu.  ft.      22  cts.  21  cts.  per  1,000  cu.  ft. 
Minimum  monthly  bill,  $1.00 


tSohedules   applying   to    Bowie   also   apply   to    nridK<M)ort.    Denison, 
Denton,  McKinney,  Sherman,  and  Wichita  Falls. 
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Brady   (3,500) 
No  gas 

Brenham  (5,066*) 

Southwestern  Gas  Comp any- 
Artificial  gas 
Rates : 

$1.50,  gross,  per  1,000  cu.  ft. 

10%  discount  for  pajTnent  within  10  days. 

Bridgeport  (2,000) 

North  Texas  Gas  Company 
{For  rates,  see  under  Bowie) 


No  gas 


Rates : 

First 

3,000  cu. 

ft. 

Next 

2,000  cu. 

ft 

Next 

5,000  cu. 

ft 

Next 

40,000  cu. 

ft 

Next 

50,0pO  cu. 

ft 

Brownsville  (13,163) 

Brow^nwood  (8,223*) 

Texas  Power  and  Light  Company 
Artificial  gas 


$1.50  per  1,000  cu.  ft. 
1.15  per  1,000  cu.  ft. 
1.00  per  1,000  cu.  ft. 
.85  per  1,000  cu.  ft. 
.80  per  1,000  cu.  ft. 
All  in  excess  of  100,000  cu.  ft.  used  75  cts.  per  1,000  cu.  ft. 
Disaount  of   10  cts.   per   1,000   cu.   ft.    for   payment  within 

ten  days. 
Minimum  monthly  charge,  $1.00 

Bryan   (6,295*) 
No  gas 

Calvert  (2,600) 
No  report 

Cameron  (6,000) 
No  report 
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Childress  (5.003*)  '. 


No  report 
No  gas 
No  gas 


Coleman  (4,000) 
Comanche  (2,600) 

0 

Commerce  (2,900) 


S:i 


No  gas 

Cisco    (7,422*) 

Cisco  Gas  and  Electric  Company 

Natural  Gas 

Rates  to  individuals :  i 

Domestic  use —  .  t' 

50  cts.  per  1,000  eu.  ft.;  $1.00  minimum 

Churches  and  schools —  "^ 

33  cts.  per  1,000  cu.  ft. 
Oil  mill  and  high  pressure  boilers — 

12  cts.  per  1,000  cu.  ft. 

Rates  to  city  (at  pumping  station)  :  .  , 

First         30,000  cu.  ft.         50  cts.  per  1,000  cu.  ft.  ■    1 

Next  20,000  cu.  ft.         45  cts.  per  1,000  cu.  ft.  '" 

Next  50,000  cu.  ft.         40  cts.  per  1,000  cu.  ft.  ~^':.,  \ 

All  over  100,000  cu  ft.        35  cts.  per  1,000  cu.  ft. 

i 

Clarksville  (2,1(X)) 
No  report 

Cleburne  (12,820*) 
Texas  Power  and  Light  Company 

Rates :  .. » 

First  3,000  cu.  ft.  $1.50  per  1,000  cu.  ft. 

Next  2,000  cu.  ft.  1.15  per  1,000  cu.  ft.  '  ( 

Next  5,000  cu.  ft.  1.00  per  1,000  cu.  ft.  > 

Next  40,000  cu.  ft.  .85  per  1,000  cu.  ft.  ^ 
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Corpus  Christi   (20,000) 
Corpus  Christi  Gas  Company- 
Artificial  gas 
Rates :  Gross        Net 

.First  10,000  cii.  ft.     •   $1.50         $1.40  per  1,000  cu.  ft. 
Next   15,000  eu.  ft.  1.50  1.15  per  1,000  eu.  ft. 

Next   25,000  en.  ft.  1.50  .95  per  1,000  eu.  ft. 

Next  25,000  eu.  ft.  1.50  .90  per  1,000  cu.  ft. 

CORSICANA    (11,356*) 
North  Texas  Gas  Company- 
Natural  gas 
Eates : 

85  cts.,  gross,  per  1,000  cu.  ft. :  75  cts.,  net,  per  1,000  cu.  ft. 
Minimum  per  month,  $1.00 


No  gas 
No  report 
No  report 


Crockett  (5,000) 

CUERO    (1,000) 
Dalhaet  (3,500) 


Dallas  (158,976*) 
Dallas  Gas  Company 
Natural  gas 
Eates: 

First  10,000  cu.  ft.  50      cts.  per  1.000  cu.  ft. 

Xext  5,000  eu.  ft.  415  cts.  per  1,000  cu.  ft.  ' 

All  in  excess  of  15,000  cu.  ft.  38.9  cts.  per  1,000  cu.  ft. 
10%  discount  for  payment  within  ten  days 
Minimum  charge,  50  cts.  per  meter  per  month 
Boiler  gas —  Net 

Firet  20,000  cu.  ft.        45     cts.  per  1,000  cu.  ft.  $      9.00 

Next  20,000  cu.  ft.        40     cts.  per  1,000  cu.  ft.         8.00 

Next  60,000  cu.  ft.        35     cts.  per  1,000  cu.  ft.       21.00 

Next  150,000  cu.  ft.        30     cts.  per  1,000  cu.  ft.       45.00 


Sub  total       250,000  cu.  ft.  av.  33.2  cts.  per  1,000  cu.  ft.  $  83.00 
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Next  250,000  cii.  ft.  28  cts.  per  1,000  cu.  ft.  $    70.00 

Next  500,000  eu.  ft.  26  cts.  per  1,000  cu.  ft.     130.00 

Next  1,000,000  cu.  ft.  25  cts.  per  1,000  cu.  ft.     250.00 

Next  3,000,000  cu.  ft.  24  cts.  per  1,000  cu.  ft.     720.00 

Next  5,000,000  cu.  ft.  23  cts.  per  1,0(X)  cu.  ft.  1,150.00» 

Next  10,000,000  cu.  ft.  22  cts.  per  l.OOO  cu.  ft.  2,200.00 


Sub  total  20,000,000  cu.  ft.  av.  23  cts.  per  1,000  cu.  ft.  $4,<)03.00 
All  in  excess  of  20,000,000  cu.  ft.  21  cts.  per  1,000  eu.  ft. 

Denison  (17,065*) 

(1)  North  Texas  Gas  Company 

(For  rates,  see  under  Bowie) 

(2)  Texas  Power  and  Light  Co. 

Natural  gas 
Kates: 

First  10,000  cu.  ft.  50  cts.  per  1,000  cu.  ft. 

Next  5,000  cu.  ft.  45  cts.  per  1,000  eu.  ft. 

Next  15,000  cu.  ft.  40  cts.  per  1,000  cu.  ft. 

Next  70,000  cu.  ft.  35  cts.  per  1,000  cu.  ft. 

Next  90,000  eu.  ft.  30  cts.  per  1,000  cu.  ft. 

All  over  1,000,000  cu.  ft.  16  cts.  per  1,000  cu.  ft. 
10%  discount  for  payment  within  10  days 
No  special  rates  to  city 

Denton   (4,800) 
North  Texas  Gas  Company 
(For  rates,  see  under  Bowie) 


No  report 
No  gas 


Dublin   (2,600) 

Eagle  Pass  (6,300) 

El  Paso  (83,838») 

El  Paso  Gas  Company 

Artificial  gas 


Rates : 

First  10,000  .MI.   ft.  $1.50  per  1.000  .-n.  ft. 
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Next  10,000  cu.  ft.     1.20  per  1,000  cu.  ft. 

Next  ■  20,000  cu.  ft.  1.00  per  1,000  cu.  ft. 
All  over  40;000  cu.  ft.  .75  per  1,000  cu.  ft. 
20%  discount  for  payment  within  10  days 


No  report 


Ennis    (7,224*) 


Fort  Worth  (109.000)  t 

Fort  Worth  Gas  Company 
Natural  gas 

Rates :  Net 

First                20,000  cu.  ft.  45  ets.  per  1,000  cu.  ft. 

Next                 20,000  cu.  ft.  40  cts.  per  1,000  cu.  ft. 

Next                 60,000  cu.  ft.  35  cts.  per  1,000  cu.  ft. 

Next               150,000  cu.  ft.  30  cts.  per  1,000  cu.  ft. 

Next               250,000  cu.  ft.  28  cts.  per  1,000  cu.  ft. 

Next               500,000  cu.  ft.  26  cts.  per  1,000  cu.  ft. 

Next            1,000,000  cu.  ft.  25  cts.  per  1,000  cu.  ft. 

Next            3,000,000  cu.  ft.  24  cts.  per  1,000  cu.  ft. 

Next            5,000,000  cu.  ft.  23  cts.  per  1,000  cu.  ft. 

Next          10,000,000  cu.  ft.  22  cts.  per  1,000  cu.  ft. 

All  over   20,000,000  cu.  ft.  21  cts.  per  1,000  cu.  ft. 
Gross  rates,  1  1/9  times  net 


Gainesville    (7,700) 

Gainesville   Gas  and   Electric   Company 
Natural  gas 


Rates  to 

individuals : 

Gross 

Net 

First 

10,000  cu 

ft. 

50 

cts. 

45 

cts.  per  1,000  cu.  ft 

Next 

10,000  cu. 

ft. 

45 

cts. 

40 

cts.  per  1,000  cu.  ft 

Next 

10,000  cu 

ft. 

40 

ets. 

35 

cts.  per  1,000  cu.  ft 

Next 

70,000  cu. 

ft. 

35 

ets. 

30 

cts.  per  1,000  cu.  ft 

Next 

150.000  cu 

ft. 

21.86  cts. 

19.67  cts.  per  1,000  cu.  ft 

All    over 

250,000  cu. 

ft. 

17.42 

cts. 

13.^ 

cts.  per  1,000  cu.  ft 

Rates  to 

citj 

' :    free 

iSee  "Addenda",  p.  189,  for  changes  and  additions. 


Rates : 

First 

5,000  cu.  ft. 

Next 

5,000  cu.  ft. 

Next 

5,000  cu.  ft. 

Next 

5,000  cu.  ft. 

Next 

5,000  cu.  ft. 

Next 

25,000  cu.  ft. 
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Galveston   (42,000) 

Galveston  Artificial  Gas  Company 

Artificial  gas 

Gross  Net 

$1.45  $1.40{)er  1,000  cu.  ft. 

1.35  1.30  per  1,000 cu.  ft. 

1.25  1.20  per  1,000  cu.  ft. 

1.10  1.05  per  1,000  cu.  ft. 

.95  .90  per  1,000  cu.  ft. 

.85  .80  per  1,000  cu.  ft. 

Net   rate   applies  only   to  bills  paid   in  the  company's  office 
within  10  days  from  the  date  of  bill.    The  gross  rate  applies 
to  all  bills  not  paid  in  the  company's  office  within  the  dis- 
count period. 
Prepay  meters,  straight  $1.50  per  1,000  cu.  ft. 
Minimum  charges — 

5  light  meter  or  less  $  .60 
10  light  meter  or  less  1.05 
20  light  meter  or  less  2.10 
30  light  meter  or  less  3.00 
45  light  meter  or  less  4.50 
Large  consumers  according  to  contract 


No  gas 


No  report 


Georgetown  (3,500) 


Gonzales  (5,000) 


Greenville  (15,000) 
Greenville  Gas  Company 
Artificial  gas 
Rat^s  to  individuals: 

$1.50  per  1,000  cu.  ft. 
Rates  to  city :  same 

Haskell  (5,000) 
No  report 
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Hearne  (3,000) 
No  gas 

Henrietta  (3,000) 

Henrietta  Oil  &  Gas  Company 
Natural  gas 
Rates:    50  cts.  per  1,000  cu.  ft. 

HlLLSBORO  (6,952*) 

No  gas — Correspondent  reports,  ' '  North  Texas  Gas  Company  has 
been  granted  a  franchise  and  are  putting  in  a  plant." 

Honey  Grove  (3,000) 
No  gas 


O' 


Houston   (138,076*) 
Houston  Gas  and  Fuel  Company 
Artificial  gas 
Rates  to  individuals : 

$1.10  per  1,000  cu.  ft.;  10  cts.  per  1,000  cu.  ft.  discount  for 
prompt  payment 
Rates  to  city,    same 


No  report 


No  report 


No  gas 


No  gas 


No  gas 


Huntsville  (3,000) 


Jacksonville  (3,723*) 


Jefferson  (3,000) 


KiNGSVILLE    (6,000) 


Lampasas  (3,000) 
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Laredo  (22,710*) 
Border  Gas  Company- 
Natural  gas 
Kates : 

Domestic — 

Minimum,  30  cts.  per  1,000  cu.  ft.,  if  paid  by  10th  of  month, 
otherwise  50  cts.  per  1,000  cu.  ft. 
Industrial — 

Minimum,  15  cts.  per  1,000  cu.  ft.,  if  paid  by  10th  of  month, 
otherwise  25  cts.  per  1,000  ou.  ft. 


No  gas 


LOCKHART    (5,000) 


No  gas 


LoNGviEw  (5,713*) 


No  report 


LuFKiN   (4,878*) 


No  gas 


Marlin  (5,500) 


Marshall   (14,271*) 
Marshall  Gas  Company 
Natural  gas 
Rates: 

Domestic — 

50  cts.  per  1,000  cu.  ft.,  less  following  discounts  for  pay- 
ment within  10  days: 
10%  if  50,000  cu.  ft.  or  less  used. 
15%  if  over  50,000  cu.  ft.  and  less  than  100,000  cu.  ft. 
20%  if  over  100,000  cu.  ft. 

Industrial — 

First  250,000  cu.  ft.  16  cts.  per  1,000  cu.  ft. 
Next  250,000  cu.  ft.  ISMj  cts.  per  1,000  cu.  ft. 
All  over  500,000  cu.  ft.         11      cts.  per  1,000  ou.  ft. 

Discount  of  1  ct.  per  1,000  cu.  ft.  if  paid  on  or  before  10th. 
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Special  rate — 


Gas  engines  of  50  h.  p.  and  larger  and  other  special  pur- 
poses : 
First       100,000  cu.  ft.         27  cts.  per  1,000  cu.  ft. 
Next        100,000  cu.  ft.         25  cts.'  per  1,000  eu.  ft. 
All  over  200,000  cu.  ft.         20  cts.  per  1,000  cu.  ft. 
Discount  of  10%  if  paid  on  or  before  lOth. 

Mart   (4,000) 
No  gas 

MoKiXNEY    (6.677*) 
North  Texas  Gas  Company 
(For  rates,  see  under  Bowie) 

]\Ierkel  (2,000) 
No  report 

Mexia  (4,300) 
Mexia  Oil  and  Gas  Company- 
Natural  gas 
Rates  to  individuals : 
Domestic — 

45  cts.  per  1,000  cu.  ft. 
Industrial — 

41/2  cts.  per  1,000  cu.  ft. 
Rates  to  city: 

Free  lighting  and  heating 


Xo  gas 


Midland  (2,500) 

Mineral  Wells  (10,000) 

Consumers  Gas  and  Fuel  Company 

Natural  eras 


Rates : 

Up  to 

25,000  cu. 

ft. 

35 

cts. 

per  1,000  cu. 

ft. 

Up  to 

50,000  cu. 

ft. 

30 

cts. 

per  1,000  cu. 

ft. 

Up  to 

100,000  cu. 

ft. 

25 

cts. 

per  1,000  cu. 

ft. 

Up  to 

200,000  cu. 

ft. 

20 

cts. 

per  1,000  cu. 

ft 

Up  to 

300,000  cu. 

ft. 

171/2 

cts. 

per  1,000  cu. 

ft. 

Up  to 

500,000  eu. 

ft. 

15 

cts. 

per  1,000  cu. 

ft. 

In  excess  of  500,000  cu.  ft.         10      cts.  per  1,000  cu.  ft. 


No  gas 


No  gas 


No  gas 


No  gas 


No  gas 
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Mt.  Pleasant  (4,000) 

Nacogdoches  (6,000) ' 

Navasota  (5,060*) 

New  Braunfels   (4,000) 


Orange  (9,212*) 


Palestine  (12,500) 
Palestine  Light,  Heat  and  Power  Company 
Artificial  gas 
Eates  to  individuals : 

$1.50  per  1,000  cu.  ft. 
Rates  to  city: 

$30  per  lamp  per  annum 

Paris  (14,000) 
Texas  Power  and  Light  Company 
Natural  gas 
Rates  to  individuals : 

$1.50  per  1,000  eu.  ft. 
Rates  to  city :  same,  but  city  does  not  use  gas 

Plainyiew   (5,000) 
No  report 

Port  Artiifr  (22,241*) 
Port  Arthur  Gras  Company 
Artificial  gas 
Rates  to  individuals : 

First     8,000  cu.  ft.         $1.50  per  1,000  cu.  ft. 
Next     7,000  eu.  ft.  1.40  per  1,000  cu.  ft. 
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Next    15,000  cu.  ft.         *  1.30  per  1,000  cu.  ft. 
'Over    30,000  eii.  ft.  1.20  per  1,000  cu.  ft. 

10  cts.  per  1,000  cu.  ft.  discount  for  prompt  payment 

Eates  to  city: 

10,000  cu.  ft.  free  (as  per  franchise) 
General  rates  for  all  over  10,000  cu.  ft. 


No  gas 


No  gas 


QUANAH    (4,000) 


EOCKDALE     (4,000) 


San  Angelo  (16,000) 
San  Angelo  Gas  Company 
Artificial  gas 
Bates  to  individuals : 

$2.00  per  1,000  cu.  ft. ;  minimum  50  cts. 
Eates  to  city :  same 

San  Antonio  (161,308*) 
San  Antonio  Public  Service  Company 
Artificial  gas 
Rates : 

First       10,000  cu.  ft.         $1.25  per  1,000  cu.  ft. 
Next        20,000  cu.  ft.  1.15  per  1,000  cu.  ft. 

Next        20,000  cu.  ft.  1.05  per  1,000  cu.  ft. 

All  over  50,000  cu.  ft.  .95  per  1,000  cu.  ft. 

Minimum  monthly  charge  per  meter,  50  cts. 
Discount  10  %  for  prompt  payment 


No  gas 
No  gas 
No  gas 


San  Marcos  (6,000) 

Seguin  (5,000) 

Seymour  (3,000) 
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Sherman  (15.031*) 
North  Texas  Gas  Company 
(For  rates,  see  under  Bowie) 


Smttttvtlle  (4,000) 

Snyder  (3,500) 

Stamford    (3,004*) 

Stephen viLLE  (3,000) 

Sulphur  Springs  (5,558*) 

Sweetwater  (7,500) 

Taylor  (12,000) 

Teague  (4,000) 

Temple  (11,033*) 

Temple  Gas  Light  Company 

Artifieial  gas 

Riates: 

$1.50  per  1,000  cii.  ft.,  10%  discount  for  prompt  payment 

Terrell  (8,000) 
No  gas 


No  gas 


No  gas 


No  gas 


No  gas 


No  gas 


No  report 


No  report 


No  gas 
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Texarkana  (11,480*) 
Texarkana  Gas  Company 
Natural  gas 
Rates : 

Domestic — 

33  cts.  per  1,000  cu.  ft. 
Industrial — 

42i/o  cts.  per  1,000  cu.  ft. 

10%  discount  for  prompt  payment 

Minimum,  50  cts.  per  month 

Tyler  (13,000) 

Texas  Power  and  Light  Company 
Artificial  gas 

Rates  to  individuals :      Domestic  Industrial 

First  25,000,000  cu  ft.  $1.75  $1.60  per  1,000  cu.  ft. 

Next  10,000,000  cu.  ft.    1.65  1.50  per  1,000  cu.  ft. 

Over  35,000,000  cu.  ft.    1.55  1.40  per  1,000  cu.  ft. 

Rates  to  city:  not  reported 

Uvalde  (4,000) 
No  report 

Vernon  (6,000) 
No  report 

Victoria  (8,000) 
No  report 

Waco   (40,000)  t 

Waco  correspondent  reports,  under  date  of  Oct.  21,  1919:  "The 
City  recently  gave  a  franchise  to  the  North  Texas  Gas  Com- 
pany for  natural  gas  which  carries  a  rate  of  50  cts.  per  1,000 
cu.  ft.  for  residential  customers  with  a  service  charge  of  50 
cts.  per  month  ...  No  rate  specified  for  comjnercial  cus- 
tomers as  the  franchise  states  that  the  company  has  a  right  to 

•  set  its  own  rate  for  this  class  of  business.  Company  expects 
.  .  .  to  have  natural  gas  in  Waco  some  time  after  first 
!of  year. ' ' 


tSee  "Addenda",  p.  189,  for  changes  and  additions. 
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Waxahachie  (7,958*) 

Waxahachie  Gas  Company 
Artificial  gas 
Rates: 

$1.65       per  1,000  eu.  ft.,  gross,  $1.50  per  1,000  eu.  ft.  net 
First       5,000  eu.  ft.  1.50  per  1,000  eu.  ft.  net 

Next        5,000  cu.  ft.  1.35  per  1,000  cu.  ft.  net 

Next      15,000  cu.  ft.  1.10  per  1,000  cu.  ft.  net 

All  over  25,000  cu.  ft.  .90  per  1,000  cu.  ft.  net 


No  report 


No  gas 


"Weatherford  (6,000) 


Whitewright  (2,000) 


Wichita  Falls  (40,079*) 
(1)  North  Texas  Gas  Companj 

(For  rates,  see  under  Bowie) 

(2)  Wichita  Falls  Gas  Company 
Natural  gas 
Rates  to  individuals: 

First       40,000  cu  ft.         25  cts.  per  1,000  cu.  ft. 

Next       30,000  eu,  ft.        20  cts.  per  1,000  cu.  ft. 

All  over  70,000  cu.  ft.        15  cts.  per  1,000  cu.  ft. 
Rates  to  factories : 

First      1,000,000  cu.  ft.        8  cts.  per  1,000  cu.  ft 

Next       4,000,000  cu.  ft        7  cts.  per  1,000  cu.  ft. 

All  over  5,000,000  cu.  ft.        6  cts.  per  1,000  cu.  ft 
Rates  to  city :  not  reported 

Yoakum  (5,500) 
No  gas 


TELEPHONE 

(See  explanations,  page  3) 

Abilene  (10,274*) 
Abilene  Independent  Telephone  and  Telegraph  Company 
Kesidence,  $2.00 
Business,       3.50 

Alice  (3,500) 
Southwestern  Telegraph  and  Telephone  Company- 
Residence,  $2.00 
Business,       2.50 

Amarillo    (15,494*) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.25 
Business,       3.50 

Athens   (5,000) 
Athens  Telephone   Company 
$1.50 

Austin  (34,876*) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00;  extension,  50  cts. 
Business,       4.00;  extension,  $1.00 
Installation   charges,   $3.50 

Ballinger  (2,767*) 
West  Texas  Telephone  Company 
Residence,  $2.25 
Business,       3.50 

Bay  City  (3,200) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 


I 
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Beaumont  (40,422*) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $3.00 
Business,       5.00 

Beeville  (5,000) 
Southwestern  Telegraph  and  Telephone  Companj 
Residence,  $2.00 
Business,       3.00 

Belton    (7,320) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

United  Telephone  Company 
Residence,  $2.00  • 

Business,       3.00 

Big  Spring  (4,500) 
Western  Telephone  Company 

Residence,  $2.00;  extension,  50  cts. 

Rural,  2.00;  extension,  50  cts. 

Business,       4.00.  extension,  $1.00 

4-party  line,  residence,  $1.75;  extension,  50  eta.^ 

BONHAM   (6,008*) 
Bonham  Telephone  Company 
Residence,  $2.00 
Business,       3.00 
4-party  line,  residence,  $1.50 

Bowie    (3,000) 
Southwestern  Telegraph  and  Telephone  Company 

Residence,  $2.00 
Business,       3.00 

Must  contract  for  three  months  in  each  case.    When  discontinued 
must  pay  a  fee  of  $1.00  to  regain  the  ser^-ice 
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Brady  (3,500) 
West  Texas  Telephone  Company 
Residence,  $2.00 
Business,      4.00 
25  cts.  additional  if  not  paid  in  advance  by  15th  of  month 

Brenham  (5,066*) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Bridgeport  (2,000) 
Bridgeport  Telephone  Company 

Residence  Company  instrument  Customer's  instrument 
Private  line                       $1.50  $1.25 

Party  line  ^  1.25  1.00 

Rural  line  '  1.00  .75 

Business  2.50  2.25 

Brow^nsvili^e  (13,163) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Brownwood  (8,223*) 

•  

West  Texas  Telephone  Company 

Residence,  $2.50  with  discount  of  25  cts.  for  payment  by  10th 
Business,  4.00  with  discount  of  50  cts.*  for  payment  by  10th 
2-party  line,  1.75  with  discount  of  25  cts.  for  payment  by  10th 

Bryan   (6,295*) 
Bryan  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Calvert   (2,600) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $1.75 
Business,       2.75 
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Cameron  (6,000) 

Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.50 

Childress  (5,003*) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.50 

Cisco    (7,422*) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $1.75 
Business,       2.50 

Clarksville   (2,100) 
No  report 


Cleburne  (12,820*) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00:  extension,  $1.00 
Business,       3.00 ;  extension,     1.50 

Coleman  (4,000) 
West  Texas  Telephone  Company 
Residence,  $2.00 
Business,       4.00 

Comanche  (2,600) 
Comanche  Telephone  Exchange 
Residence,  $1.50 
Business,       2.50 
County  lines,  50  cts.  to  $1.00 

Commerce  (2,900) 
Gulf  States  Telephone  Company 
Residence,  wall   'phone,  $1.50 
Residence,  desk   'phone,     1.75 
Business,     $3.00 
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Corpus  Christ:   (20,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.25 
Business,       4.00 

CORSIOANA    (11,356*) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Crockett  (5,000) 
Crockett  Telephone  Company 
Residence,  $2.00 
Business,       3.00 
Party  lines,  1.00 
Extensions,  1.00 

CuERO    (4,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Dalhart  (3,500) 
Dalhart  Telephone  Company 
Residence,  $1.50 
Office,  wall   'phone,  $2.50 
Office,  desk   'phone,     3.50 

Dallas  (158,976*) 
Dallas  Automatic  Telephone  Company 
Residence,  $2.00;  auxiliary,  50  cts. 
Business,       5.00;  auxiliary,  $1.00 

Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,-      5.00 

Denison  (17,065*) 
Denison  Telephone  Company 
Residence,  $2.25 
Business,       4.50 
4-party  line,  residence,  $1.75 


Public  Service  Rates  in  Texas  Cities  169 

Denton   (4,800) 
People's  Home  Telephone  Company 
Residence,  $2.25 
2-party  line,  residence,  1.50 
Business,       4.00 

Dublin   (2,600) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Eagle  Pass   (6,300) 
Southwestern  Telegi-aph  and  Telephone  Company 
Residence,  $1.75 
Business,       2.75 

El  Paso  (83,8:38*)     • 
Tri-State   Telephone   Company 
Residence,  $2.50 
Business,       7.50 
2-party  line,  2.00 

Ennis    (7,224*) 
Texas  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Southwestern  Telegraph  and  Telephone  Company 
Long  distance  only 

Fort  Worth  (109,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $3.00 
Business,       7.50 

Gainesville  (7,700) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.50 
Party  line,    1.50 
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Galveston  (42,000) 
Southwestern  Telegraph  and  Telephone  Company- 
Residence,  $2.00 
Business,       5.00 

Georgetown  (3,500) 
Georgetown  Telephone  Company 
Residence,  $2.00 
Business,       2.50 
Office,  1.50 

Boarding,  rooming  or  fraternity  house,    2.00 
Ljodge,  1.00 

4-party  line,  1.00  each 

Gonzales   (5,000) 
Gonzales  Telephone  Company 
Residence,  $1.50;  extension,  $1.00 
2-party  line,  1.25 
3-party  line,  1.00 
Business,       2.50 

Greenville  (15,000) 
Greenville  Telephone  Company 
Residence,  $2.25 
Business,     4.50 

Haskell  (5,000) 
Haskell  Telephone  Company 
Residence,  $1.75 
Business,       2.75 

Hearne  (3,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $1.75 
Business,       3.00 

Henrietta  (3,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 
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HiLLSBORO  (6,952*) 
Hillsboro  Telephone  Company 
Residence,  $2.25 
2-party  line,  1.50 
Business,       4.00 

Southwestern  Telegraph  and  Telephone  Company 

Residence,  $2.25 
2-party  line,  2,00 
Business,       4.00 

Honey  Grove  (3,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 
Extension,        50  ets. 

Texas  Telephone  Company 
Residence'  $2.00. 
Business,       3.00 
Extension,        50  cts. 

Houston   (138,076*) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       5.00 

HUNTSVILLE   (3,000) 
Southwestern  Telegraph  and  Telephone  Company 

Residence,  $2.00 
Business,       3.00 
Party  line,  residence,  $1.50 
Party  line,  business,       2.50 
Extension,  50  cts.  each 

Jacksonville  (3,723*) 
Jackson\'ille  Telephone  Company 
Residence,  wall  'phone,  $2.00;  desk  'phone,  $2.50 
Business,    wall  'phone,    3.00 ;  desk  'phone,    3.50 


172  University  of  Texas  Bulletin 

Jefferson   (3,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $1.50 
Business,       2.50 
Extension,    1.00 
Party  line,  6  subscribers  or  more: 

Company  instrument ;  residence,  50  cts.  each ;  business  $1.00 

each. 
Subscriber 's  instrument  and  line ;  25  cts.  each. 

KiNGSVILLE    (6,000) 

Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Lampasas   (3,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Laredo  (22,710*) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

LOCKHART     (5,000) 

Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

LoNGViEw  (5,713*) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

LuFKiN  (4,878*) 
liufkin  Telephone  Company 
Residence,  $2.00 
Business,  office,  2.50 
Business,  store,  3.00 
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Marlin  (5,500) 
Texas  Telephone  Company- 
Residence,  $2.00 
Party  line,    1.50 
Business,       3.50 

Marshall    (14.271*) 
Soutliwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Mart   (4,000) 
Texas  Telephone  Company 
Residence,  $1.50 
Business,       2.50 

McKiXNEY    (6.677*) 
]\IeKinney  Telephone  Company 
Residence,  $2.00 
Business,       4.00 

Union  Telephone  Company 
Residence,     2.00 
Party  line,     1.00 
Business,       4.00 

IMerkel  (2,000) 
Southwestern  Telegraph  and  Telephone  Company 

Residence,  $1.75 

Residence,  rural,     1.50 
Business,  2.75 

Business,  rural,       2.00 
Extensions  on  above,  50  cts. 

Service  Stations 

Residence,  50  cts. 
Business,     25  cts. 
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'Mexia   (4,300) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Midland  (2,500) 
Western  Telephone  Company 
Residence,  $2.00 
Business,       4.00 

Mineral  Wells   (10,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Mt.  Pleasant  (4,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3,00 

Nacogdoches  (6,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Navasota  (5,060*) 
Navasota  Telephone  and  Construction  Company 
Residence,  $1.50 
Business,       3.00 

New  Braunfels   (4,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Orange  (9,212*) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $1.50 
Business,       3.00 
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Palestine  (12,500) 
Palestine  Telephone  Company- 
Residence,  $3.00 

Paris  (14,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       4.50 

Plain  VIEW  (5,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.50 
Business,       3.50 

Port  Arthur  (22,241*) 
Texas  Telephone  Company 
Residence,  $2.00;  extension,  50  ets. 
Business,       3.50;  extension,  $1.00 

QUANAH  (4,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Rockdale  (4,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $1.75 
Business,       3.00 

San  Angelo   (16,000) 
San  Angelo  Telephone  Company 
Residence,  $2.00 
Business,  wall  set,    3.00 
Business,  desk  set,    3.25 
Party  line,  residence,    1.50 
Lodge,    $1.00 

San  Antonio  (161,308*) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $3.00 
Business,       7.50 
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San  Marcos   (6,000) 
San  Marcos  Telephone  Company 

Residence,  $2.00 
Business,       3.50 

Seguin  (5,000) 
Southwestern  Telegraph  and  Telephone  Company- 
Residence,  $1.50 
Business,       2.50 

Seymour  (3,000) 
.     .  Haskell  Telephone  Company 

Residence,  $1.75 
Business,  wall  'phone,  $2.75    • 
Business,  desk  'phon-e,    3.25 

Sherman  (15,031*) 
Grayson  Telephone  Company 
Residence,  $2.00 
Business,       4.00 
2-party  line,  residence,    1.50 

Smithville  (4,000) 
Southwestern  Telegraph  and  Telephone  Company 

Residence,  $2.00 
Business,       3.00 

Snyder   (3,500) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Stamford    (3,004*) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Stephen viLLE  (3,000) 
Stephenville  Telephone  Exchange 
Residence,  $1.50 
Business,      2.50 
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Sulphur  Springs  (5,558*) 
Northeast   Texas   Telephone   Company 
Residence,  $1.75 
Business,       2.50 

2-party  line,  residence,  $1.50  each 
2-party  line,  business,  2.25  each 
More  than  two  on  line,  25  ets.  less  for  eat-h  additional  telephone 

Sweetwater  (7,500) 
Southwestern  TclegTaph  and  Telephone  Company 
Residence,  $2.00 
Business,      4.00 

Taylor  (12,000) 
Texas  Telephone  Company 
Residence,  $2.00 

Residence,  extension,  wall   'phone,  50  cts. 
Residence,  extension,  desk   "phone,  $1.00 
Party  line,    1.50 
Business,     4.50;   extension,   1.00 

Tea(jl::-:    .4,000) 
Southwestern  Telegraph  and  Telephone  Company 

Residence,  $2.00 
Business,  3.00 
2-party  line,  residence,  $1.50  each 

Temple  (11,033*) 
Texas  Telephone  Company 
Residence,  $1.50 
Business,       3.00 

Terrell  (8.000) 
Southwestern  Telegraph  and  Telephone  Company 

Residence,  $2.00 
Business,  3.50 
Lodge,  1.75 
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Texarkana  (11,480*) 
Southwestern  Telegraph  and  Telephone  Company 
Long  distance  only 

Texarkana  Telephone  Company 
Local  only 
Residence,  $2.00 
Business,       3.00 

Tyler    (13,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Uvalde    (1,000) 
San  Antonio,  Del  Rio  and  Uvalde  Telephone  Company 
Residence,  $1.00 
Business,       1.50 

Southwestern  Telegraph  and  Telephone  Company 
Residence,  $1.75 
Business,       2.75 

Vernon   (6,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Victoria  (8,000) 
Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.25 
Busfness,       3.50 

Waco   (40,000) 
Texas  Telephone   Company 
Residence,  $2.75 
Business,       6.75 

Wakahachie  (7,958*) 
Brazos  Valley  Telephone  Company 
Residence,  $2.00 
Business,       3.00 

Southwestern  Telegraph  and  Telephone  Company- 
Residence,  $2.25 
Business,       4.00 
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Weatherford  (6,000) 
Homo  Telephone  Company 
Residence,  $1.50 
Party  line,    1.00 
Business,       2.50 
Party  line,    2.00 

Southwestern  Telegraph  and  Telephone  Company 
Residence,  $2.00 
Business,       3.50 
Party  line,    1.50 

Whitewright  (2,000) 
No  report 

Wichita  Falls  (40,079*) 
Southwestern  Telegraph  and  Telephone  Company 

Residence,  $2.50 

Residence,  extension,  wall  set,  50  cts.,  desk  set,  $1.00 

Business,     $4.00;  extension,  1.00 

Yoakum   (5,500) 

Southwestern  Telegraph  and  Telephone  Company 

Residence,  $2.00 
Business,       8.00 


TRACTION 

(See  explanations,  page  3) 

Abilene  (10,274*) 

Abilene  Street  Railway  Company 
5  cts. ;  no  transfers 


None 


None 


None 


Alice    (3,500) 


Amarillo    (15,494*) 


Athens   (5,000) 


Austin  (34,876*) 
Austin  Street  Railway  Company 
7  cts.,  16  tickets  for  $1.00 :  children.  20  tickets  for  60  cts.  ;students 
nnder  17,  Sy^  cts. ;  universal  transfers 

Ballixger  (2,767*) 
None 

Bay  City  (3,200) 
None 

Beaumont  (40,422*) 
Eastern  Texas  Electric  Company 

6  cts. ;  children  under  17,  20  rides  for  60  cts. 

Jefferson  County  Traction  Company  (interurban) 

Beeville  (5,000) 
None 

Belton   (7,320) 
Southwestern  Traction  Company  (city  line  and  interurban) 

7  cts. ;  interurban  to  Temple,  35  cts.    • 


None 


None 


None 


None 


None 


None 
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Big  Spring  (4,500) 

BONHAM  (6,008*) 

Bowie    (3,000) 

Brady   (3,500) 
Brenham  (5,066*) 
Bridgeport  (2,000) 


Brownsville  (13,163) 
Brownsville  Street  and  Interurban  Railroad  Company 
5  ets. ;  school  children,  3  cts. 

Brown  WOOD   (8,223*) 
None 

Bryan   (6,295*) 
Bryan  and  College  Station  Interurban    Railway  Company 

Calv-ert   (2,600) 
None 

Cameron  (6,000) 
None 

Childress  (5.003*) 
None 

Cisco   (7,422*) 
None 
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Clarksville  (2,100) 
None 

Cleburne  (12,820*) 
Tarrant  County  Traction  Company  (intenirban) 

COT^MAN   (4,000) 
None 

Comanche  (2,600) 
None 

COMMEROE  (2,900) 
None 

Corpus  Christi   (20,000) 
Corpus  Christi  Railway  and  Light  Company 
5   cts. ;   school   children   get  half -fare  during  school   days  and 
school  hours — from  8  a.  m.  to  6  p.  m. 

Corsicana  (11,356*) 
Texas  Electric  Railway  Company  (city  line  and  interurban) 
5  cts. 


None 
None 
None 


Crockett  (5,000) 

CuERo    (4,000) 
Dalhart  (3,500) 


Dallas  (158,976*) 
Dallas  Railway  Company 
6  cts. ;  children  under  12,  3  cts.,  under  5,  free ;  students  under 
17,  3  cts.;  universal  transfer 

Texas  Electric  Railway  Company 
(City  line  and  interurban) 

6  cts. ;  children  under  5,  free  when  accompanied  by  parent  or 
guardian;  children  from  5  to  12  pay  "child  rates" 
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Denison  (17,065*) 
Texas  Electric  Railway  Company  (city  line  and  interurban) 
5  cts. ;  school  children  under  17,  2V^  cts. ;  free  transfers 


None 
None 
None 


Denton   (4,800) 

Dublin   (2,GO0) 

Eagle  Pass  (6,300) 


El  Paso  (83,838*) 
El  Paso  Electric  Railway  Company 

5  cts. ;  children  under  12,  21/2  cts. ;  school  children  under  17, 
21/2  cts. 

Rio  Grande  Valley  Traction  Company  (interurban  under  same 
management  as  El  Paso  Electric  Railway  Company) 

Exxis    (7,224*) 
Texas  Electric  Railway  Company  ( interurban,  Dallas  to  p]nnis) 

Fort  Worth  (109,000) 
Northern   Texas   Traction   Company 

6  cts.;  22  rides  for  $1.00;  children  under  12,  3  cts.;  students 
under  17,  3  cts. 

Gainesville   (7,700) 
None 

Galveston  (42,000) 

Galveston  Electric  Company 

5  cts.:  school  children  and  children  between  5  and  12  years  of 

age,  half-fare 

Galveston-Houston  Interurban  Railway  Company 

Georgetown  (3,500) 
None 
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Gonzales  (5,000) 


None 


None 


None 


None 


None 


Greenville   (15,000) 

Haskell  (5,000) 

Hearne   (3,000) 

Henrietta  (3,000) 

HiLLSBORO  (6,952*) 
Texps  Electric  Railway  Company  (interurban) 


Honey  Grove  (3,000) 
None 

Houston   (138,076*) 
Galveston-Houston  Interurban  Railway  Company- 
Houston  Electric  Company 

7  ets. ;  students  under  17  and  children  under  12,  half-fare 


None 
None 
None 
Nione 

None 


HUNTSVILLE    (3,000) 

Jacksonville  (3,723*) 
Jefferson  (3,000) 
Kingsville  (6,000) 
Lampasas   (3,000) 
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Laredo  (22,710*) 
Laredo  Electric  and  Railway  Compauy 
5  ets.;  24  adult  tickets,  $1.00;  40  children's  tickets,  $1.00 


LOCKHART   (5,000) 

None 

LoNGviEw  (5,713*) 
Longview  and  Junction  Street  Railway  Company 
Service  discontinued 

LuPKiN  (4,878*) 
None 

Marlin  (5,500) 
None 

Marshall   (14,271*) 
Marshall  Traction  Company 
5  cts. ;  book  lof  25  tickets,  $1.00;  book  of  30  tickets  for  school 
children,  $1.00 

Mart  (4,000) 
None 

MoKiNNEY    (6,677*) 
Texas  Electric  Railway  Company   (city  line  and  internrban'i 
5  cts. 


None 
None 
None 
Nbne 


Merkel  (2,000) 

Mexix   (4,300) 

Midland  (2,500) 

MiNER.M>  Wells  (10,000) 
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Mt.  Pleasant  (4,000) 


None 


None 


None 


None 


None 


None 


5  cts. 


None 


Nacogdoches  (6,000) 

Navasota  (5,060*) 

New  Braunfels   (4,000) 

Orange  (9,212*) 

Palestine  (12,500) 

Paris    (14,000) 
Paris  Transit  Company 

Plainview  (5,000) 


Port  Arthur  (22,241*) 

Jefferson  County  Traction  Company  (interurban) 

Port  Arthur  Traction  Company 

8  cts.;  15  tickets  for  $1.00 

Quanah   (4,000) 
None 

Rockdale  (4,000) 
None 

San  Angelo  (16,000) 
None 
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San  Antunio  (  1»>1.:'.U>*  , 
San  Antonio  Public  Service  Company 
8  cts. ;  transfers 


San  Marcos  (6,000) 
Xione 


Seguin    (5,000) 
Xone 


Seymour  (3,000) 
XiQue 


Sherman  (15,031*) 

Texas  Electric  Railway  (city  line  and  interurban) 
5  cts. 


None 

None 

None 

Nione 

None 

None 
None 
None 


Smithville   (4,000) 

Snyder   (3,500) 

Stamford    (3,004*) 

Stephen viLLE  (3,000) 

Sulphur  Springs  (5,558*) 

s^^^ietwater  (7,500) 
Taylor  (12,000) 
Teague   (4,000) 
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Temple  (11,033*) 

Southwestern  Traction  Company  (city  line  and  interurban) 
Local  fare,  7  cts. 

Terrell   (8,000) 
Nione 

Texarkana  (11,480*) 
Southwestern  Gas  and  Electric  Company 

5  cts.:  one-half  fare  to  children  between  3  and  12  years  of  age 
children  under  3,  free 

Tyler   (13,000) 
None 

Uvalde    (4,000) 
None 

Vernon   (6,000) 
None 

Victoria  (8,000) 
Nione 

Waco    (40,000) 
Texas  Electric  Railway  Company  (city  line  and  interurban) 

Local  fare,  5  cts.;  transfers 

Waxahachie  (7,958*) 
Texas  Electric  Railway  Company 
Local  fare,  5  cts. 

Weatherford  (6,000) 

None 

Whitewright  (2,000) 

None 

Wichita  Falls  (40,079*) 

Wichita  Falls  Traction  Company 

6  cts. ;  transfers 

Yoakum   (5,500). 
None 


ADDENDA 

WATER 

Amarillo  (15,494*) 
City  Light  and  Water  Company 

Rates  to  city :    150  fire  hydrants,  $50.00  each  per  annum 

Belton   (7,320) 
Municipal  Plant 

Rates:    (annual,  but  payable  monthly  in  advance) 
$1.25  minimum,  per  month,  allowance  4,000  gal. 

Metered — (per  month) 

50,000  gal.  or  less  25       ets.  per  1,000  gal. 

50,000  gal.  to      100,000  gal.    20      ets.  per  1,000  gal. 

100.000  gal.  to      200.000  gal.    15       ets.  per  1,000  gal. 

■  200,000  gal.  to  1,250,000  gal.    12y.  ct.s.  per  1,000  gal. 

1,250,000  gal.  and  over  7M.'  ets.  per  1,000  gal. 

Flat— (Annual) 

Alcohol,  for  each  barrel  made $     .10 

Ale  cellar. $12.00  to  .$54.00 

Bakery,  each  oven 24.00 

Banks,  three  persons — each  person (.i.OO 

Banks,  each  additional  person  over  3 1.80 

Barber  shop,  minimum  $15.00,  each  additional  chair, 

over  one 9.00 

Bath,  private,  for  3  persons 4.80 

Baths,  4  and  5  persons.  . : 6.00 

Baths,  over  6  persons 7.20 

Bath,  boarding  house 9.00 

Bath,  public,  each  tub 18.00 

Billiard  saloon  (no  bar),  each  table  (mininmm  $15.00)     3.00 

Boarding  house 24.00 

Book-bindery  (minimum  $15.00),  three  persons,  each 

additional  person  over  three 3.00 

Brick  work,  per  1,000 09 
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Butcher  shop,  3  persons,  $15.00;  each  additional 3.00 

Candy  manufactory,  3  persons,  $15.00 ;  each  additional  3.00 

Church,  each  drinking  fountain 6.00 

Church,  each  baptistry 12.00 

Club    room,    minimum 36.00 

Coffee  saloon 15.00 

Confectionery,  minimum  for  3  persons 15.00 

Confectionery,  each  additional  person 3.00 

Cow 1.80 

Drug  store,  3  persons 15.00 

Drug  store,  each  additional  person 3.00 

Dyeing  and  scouring,  3  persons 30.00 

Dyeing  and  scouring,  each  additional  person 3.00 

Fountains,  for  each  1-16  jet  running  4  hours  per  day 

for  six  months  in  the  year 30.00 

Fountains,  drinking,  private,  each,  opening  and  self- 
closing 6.00 

Horse 1.80 

Hotel,  per  room 1.80 

IMachine  shop,  without  engine   (minimum  $15.00)    to  "24.00 

Market,  each  stall 15.00 

Water  closet,  private 6.00 

Water  closet,  public 9.00 

Brownw^ood  (8,223*) 
Municipal  Plant 

"City  Council  has  instructed  City  Attorney  to  draft 
ordinance  increasing  water  rates." 

SEWERAGE 

San  Angelo  (16,000) 
San  Angelo  Sewer  Company 

Increase  of  50%  in  rates,  effective  July  1,  1920 
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LIGHT  AND  POWER 

Belton    (7,320) 
Texas  Power  and  Light  Company- 
Rat  es  : 
Pirst  20  kwh.  14  ets.  per  kwli. 
Minimum  $1.50 

Temple  (11,033*) 
Texas  Power  and  Light  Company 

Hates : 

First";  20  kwh.  14  ets.  per  kwh. 

All  over      20  kwh.     9  ets.  per  kwh. 
Minimum  $1.50 

GAS 

Fort  Worth  (109,000) 
Fort  Worth  Gas  Company 

Rat&s:  671/2  ets.  per  1,000  cu.  ft.,  with  provision  for  increase  up 
to  75  ets.  net  per  1,000  cu.  ft.,  after  first  year  under  new 
contract 

Waco    (-40,000) 
Texas  Power  and  Light  Company 

Rates :  90  ets.  per  1,000  cu.  ft. 


PUBLICATIONS    OF    THE    BUREAU    OF    MUNICIPAL 
.  RESEARCH    AND   REFERENCE 

No.  Title 

2.    A  Model  Charter  for  Texas   Cities,   Herman   G.   James 
March  1,  1914  (second  edition). 

5.    A  Model  CivU  Service  Code  for  Texas  Cities,  Herman 
G.  James,  December  20,  1914. 

11.     University      Training     for     Municipal     Admiwistration, 
Herman  6.  James,  August  20,  1915. 

13.  The  Eome-BvZe  Act  of  Texas,  July  5,  1916. 

14.  What   Is   the   City-Manager  Plan?      (Revised),   Herman 

G.  James,  January  5,  1917. 

15.  County  Government  in  Texas,  Herman  G.  James,  June 

5,  1917. 

16.  Second   Biennial   Report    of    the    Bureau    of   Municipal 

Research,  1915-1917. 

PUBLICATIONS   OF   THE   BUREAU   OF   GOVERNMENT 

RESEARCH 

17.  The  Movement  for  the  Reorganization  of  State  Admin- 

istration, Charles  Grove  Haines,  August  25,  1918. 

18.  Officers,    Boards,    and    ComnUssions    of    Texas,    Frank 

Mann  Stewart,  September  25,  1918. 

19.  Public  Service  Rates  in  Texas  Cities,  compiled  by  Frank 

Mann  Stewart,  December  20,  1919. 

Numbers  and  titles  omitted  are  out  of  print.  Bulletins  listed  may- 
be had  on  application  to  the  Bureau  of  Government  Research,  Univer- 
sity of  Texas. 


